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• Before using your camera, read this manual carefully to ensure correct use. 

• We recommend that you take test shots to get accustomed to your camera 
before taking important photographs. 

• Please observe the safety precautions at the end of this manual. 

• The screen and camera illustrations shown in this manual were produced 
during the development stages and may differ from the actual product. 
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Gather these items (box contents) 




Digital Camera Strap LI-50B 

Lithium Ion Battery 




LI-50C USB Cable AV Cable OLYMPUS Master 2 

Battery Charger Software CD-ROM 

Items not shown: Advanced Manual (CD-ROM), Basic Manual (this manual), warranty card. 
Contents may vary depending on purchase location. 




# Pull the strap tight so that it does not come loose. 



Prepare the camera 



a. Charge the battery. 
|] Note 

# There are two types of the LI-50C battery charger, one is "AC cable type" and 
the other is "plug-in type". Depending on the region where you purchased the 
camera, the included battery charger type differs. We explain here how to use 
the AC cable type battery charger as an example. If you received the plug-in 
type battery charger, plug it directly into an AC outlet. 




Light Off: Charging complete 
(Charging time: Approx. 2 hours) 

# Battery comes partially charged. 

b. Insert the battery and an xD-Picture Card (optional) in the camera. 
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Prepare the camera 





# Insert the battery in the 
orientation shown in the 
illustration. 

If you insert the battery reversely, 
the camera will not turn on even if 
the POWER button pressed. 



Battery lock knob 

To remove the battery, slide the battery 
lock knob in the direction of the arrow. 




© 




# Orient the card as shown in the 
illustration and insert it straight into 
the card slot. 

Insert the card until it clicks into place. 



To remove the card, push it all the way in and 
release it slowly. Then grasp the card and 
remove. 



% You can shoot pictures with this camera even without using an optional 
xD-Picture Card™ (hereinafter referred to as "the card"). If an xD-Picture Card 
is not inserted, your pictures will be saved to the internal memory. 
For details on the card, please refer to the Advanced Manual. 
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Turn the camera on 



This explains how to turn on the camera in shooting mode, 
a. Set the mode dial to fMtil . 




(playback mode) 



Still picture shooting modes 





This function allows you to shoot with the camera's automatic settings. 


Cm 


The camera automatically sets the optimum aperture value and shutter speed. 


«B» 


This function reduces the blur incurred by a moving subject, or camera shake 
when taking pictures. 


SCN 


This function allows you to shoot pictures by selecting a scene according to the 
shooting condition. 


GUIDE 


This function allows you to set the target items by following the shooting guide 
displayed on the screen. 


b. Press the POWER button. 




appear. 

# To turn off the camera, press the POWER button once again. 



The directions of the arrow pad (£^7<][» are indicated 
with ,£^7<X> in this manual. 




S7 
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Set date and time 



leiBii \ 



Y-M-D (Year-Month-Day) 

Hour 
Minute 

- Date formats (Y-M-D, M-D-Y, D-M-Y) 



I 

Exits a setting. 

a. Press the button and the ^7<£) button to select [Y]. 

• The first two digits of the year are fixed. 



A3 Button 




^70 Button 

b. Press the [>£ button. 





CANCEL»S 



c. Press the button and the ^70 
button to select [M]. 



d. Press the [>4 button. 



© 

Y M D TIME 



CANCEL»§B 



7 



Set date and time 



e. Press the AH button and the S7<$) 
button to select [D]. 



f. Press the button. 

g. Press the A|2 button and the ^70 
button to select the hours and minutes. 

• The time is displayed in the 24-hour format. 



h. Press the button. 

i. Press the A0 button and the V0 
button to select [Y/M/D]. 



© 



Y M D TIME 



2008 . 08 



CANCEL'S 



© 


Y M D 


TIME 






2008 . 08 . 26 


12:£Q» Y/M/D 




^7 


CANCEL'S 


SET»[OKl 



© 




TIME 






2008 . 08 . 26 


12:30 < I'fJ 1 Will 






CANCEL'S 


SET»fOK] 



j. After all items have been set, press the @ button. 

• For precise time setting, press the @ button as the time signal strikes 00 seconds. 
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Select a language 



a. Press the MENU button to display the top menu. 




b. Press the button to select [SETUP], and press the 
button. 




EXIT«B SET»IOKl 



c. Press the Z^>H button and the ^70 button to select [^£=)]> and 
press the @ button. 




d. Press the arrow pad to select a 
language, and press the @ button. 









FRANUAIS 






DEUTSCH 






ESPANOL 






ITALIANO 






BACK»S 


SET»OK] 
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Take a picture 



a. Hold the camera. 

Horizontal grip Vertical grip 




The AF target mark lights in green when the focus 

and exposure are locked. The shutter speed and ar 9 e mar 

aperture value are displayed. Place thls mark over y° ur 

If the AF target mark blinks red, the camera is subject, 
unable to focus. Try locking the focus again. 



c. Shoot. 
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View pictures 



a. Set the mode dial to H- 




( ) 

a. Press the <]A button and the [>£ button to display the picture 
that you want to erase. 

b. Press the button. 




c. Press the button to select [YES] and press the @ button 
to erase the picture. 
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Basic operation 




O <]A button (Macro Mode) 

Use macro, super macro or S-macro LED mode when taking close-up pictures such 
as of a flower. 

0 button (Exposure Compensation) 

Use this setting to overexpose (+) or underexpose (-) a picture. Use the arrow pad 

to select the frame with the settings you want, and press (§). 
0 0£ button (Flash Mode) 

Select from 4 flash modes - Auto, Red-eye reduction, Fill-in flash, or Flash off. 
O V0 button (Self-timer) 

Select the self-timer to delay the shot approximately 12 seconds from when the 

shutter button is pressed. 

0 (§) button (OK/FUNC) 

Displays the function menu and sets the functions often used in shooting mode. 
Also confirms and sets your selection of menu items. 

0 MENU button (MENU) 

Press this button to display the top menu. 
O (EJ/fl button 

Press H in shooting mode to switch to playback mode and display the last picture 
taken. 

© button 

Press fi' : ~ in shooting mode to turn on or off Shadow Adjustment Technology. This 
function makes the subject's face appear brighter even against backlight. 
Hold down fi'*"/^ in shooting mode to display the guide indicating the location of 
the buttons. 
0 DISP./©/ h button 

Press DISP./©/-<i repeatedly to display the composition guide lines and histogram. 
Select a menu item, and press DISP./©/<i to display an explanation of its function. 
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This function allows you to switch the SCN (scene mode) according to the subject. 
O Set the mode dial to SCN 

0 Press &\7 to select a scene mode, and press @. 



EXIT»S SEKIOKl 




fl\7 button 



Shooting SCN (Scene) Modes 



PORTRAIT 
LANDSCAPE 
LANDSCAPE+PORTRAIT' 
NIGHT SCENE 
NIGHT+PORTRAIT 
SPORT 
INDOOR 
CANDLE 



SELF PORTRAIT 
AVAILABLE LIGHT 
SUNSET 
FIREWORKS 
CUISINE 
BEHIND GLASS 
DOCUMENTS 
AUCTION 



SHOOT & SELECT1 
SHOOT & SELECT2 
BEACH & SNOW 
PRE-CAPTURE MOVIE 
UNDERWATER SNAPSHOT 
UNDERWATER WIDE1 
UNDERWATER WIDE2 
UNDERWATER MACRO 



( ) 

ft This mode lets you shoot from as close as 10 cm/3.9 in. (when the zoom is set 
for the zoom-out angle) and as close as 30 cm/1 1 .8 in. (when the zoom is set for 
the zoom-in angle) to your subject. 

sHi Use this mode to take pictures as close as 2 cm/0.8 in. to your subject. In s fi 
mode, the position of the zoom lens is fixed. If the distance between the camera 
and the subject is over 50 cm/19.7 in., the picture will be out of focus. 

stf The LED light illuminates from 7 cm/2.8 in to 20 cm/7.9 in. from the lens in super 
macro mode. Press the shutter button halfway to turn on the LED light. 

O Press Oft. 

0 Press <] [> to select [ft], [ s %\ or [tfjjf] and press ®. 
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c 



O Press V0. 

0 Press A^7 to select [ON], and press @. 

© Press the shutter button fully to take the picture. 

• The self-timer lamp lights for approximately 10 seconds after 
the shutter button is pressed, then starts blinking. After blinking 
for approximately 2 seconds, the picture is taken. 



Self-Timer Lamp 




c 



J 



O Press 0^. 

Q Press <3 [> to select the flash mode, and press @. 

© Press the shutter button halfway. 

• When the flash is set to fire, the 4 mark lights. 

© Press the shutter button completely to take the picture. 



Icon 


Flash Mode 


Description 


AUTO 


Auto flash 


The flash fires automatically in low light or backlight 
conditions. 


<§> 


Red-eye 
reduction flash 


The red-eye reduction flash mode significantly reduces 
this phenomenon by emitting pre-flashes before firing 
the regular flash. 




Fill-in flash 


The flash fires regardless of the available light. 


© 


Flash off 


The flash does not fire. 



c 



Power Save Feature 



To save battery power, the camera automatically enters sleep mode and stops 
operating if not used for 3 minutes in shooting mode. Press the shutter button 
or zoom button to reactivate the camera. 

If the camera is not operated for 15 minutes after the camera enters sleep 
mode, the camera automatically turns off. To resume operation, turn on the 
power again. 
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Menus and settings 



C 




Press MENU to display the top menu. 



MENU 






EXIT»jg SET»[OK] 




Top menu in shooting mode 




0 Use the arrow pad (<£^7<I» t0 select menu items, and press (§) to set them. 



■ IMAGE QUALITY 

Set the image quality of the picture you will shoot according to its intended 
purpose. 

■ RESET 

Return the changed shooting functions back to default settings. 

■ CAMERA MENU 

Adjust various shooting settings. 

■ SETUP 

Set the date, time, language, and operation sound, etc. 

■ PANORAMA 

Taking and combining panoramic pictures. An Olympus xD-Picture Card is 
required for panorama shooting. 

■ SCN (Scene) 

Select the scene according to the subject and shooting condition when the 
SCN mode is selected. 

■ SILENT MODE 

Mute operational sounds that occur during shooting and playback.warning 
beeps, shutter sounds, etc. 



( 



) 



O From the top menu of playback mode, select 



ALL ERASE 




A caution ERASiwa all 



• All the pictures are erased. 



lV£S 




BACK* 11 



SET»[OKl 
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Connecting the camera 




Use the AV cable provided with the camera to playback recorded images on your 
TV. Both still pictures and movies can be played back. 

O Make sure that the TV and camera are turned off. Connect the multi-connector 
on the camera to the video input terminal on the TV using the AV cable. 




Connector cover AV cable (provided) 



© Turn the TV on and set it to the video input mode. 

• For details of switching to video input, refer to your TV's instruction manual. 

© Set the mode dial to (3. and press POWER to turn the camera on. 

• The last picture taken is displayed on the TV. Use the arrow pad to select the picture 
you want to display. 
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Using the provided USB cable, you may connect your camera directly to a 
PictBridge compatible printer to make prints. 

O In playback mode, display the picture you want to print out on the monitor. 

0 Connect one end of the provided USB cable into the camera's multi-connector 
and the other end into the printer's USB connector. 
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Transfer images 



a. Install the software. 



O Insert the OLYMPUS Master 2 
CD-ROM. 

0 Windows: Click the "OLYMPUS 
Master 2" button. 
Macintosh: Double-click the "Setup" 
icon. 

© Simply follow the on-screen 
instructions. 




b. Connect the camera to the computer. 

O Connect the camera and computer using the USB cable (included). 



• The monitor will turn on automatically. 
Multi-connector , r= — — — ^ >. 
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c. Transfer images to the computer. 



O With the camera now connected, 
open OLYMPUS Master. 

0 Click "Transfer Images" on 
the browse window, and then click 
"From Camera" . 

0 Simply follow the on-screen 
instructions. 



"Transfer Images" button 
I 




Tips 



For more detailed information regarding camera setup and usage, please refer 

to the camera's "Advanced Manual" provided on CD-ROM. 

For additional assistance, refer to the "Help" file in the OLYMPUS Master 

software. 
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OLYMPUS Master Software 



OLYMPUS Master Software: Use this software to download 
pictures from the camera, view, organize, retouch, e-mail and 
print your digital pictures and movies and more! 




# System Requirements 



OS 


Windows 2000 Professional/XP/Vista or Mac OS X (v10.3 or later) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1 .5 GHz, or later 


RAM 


256 MB or more 


Hard Disk 


500 MB or more free space 


Connection 


USB port/IEEE 1394 port 


Monitor 


1024 x 768 pixels resolution or more with minimum 65,536 colors 
(Windows), 32,000 colors (Macintosh) (16.77 million colors or more 
recommended) 


Other 


Internet Explorer 6 or later (Windows), Safari 1.0 or later, QuickTime 
6 or later (Macintosh) 



For the latest support information, visit the Olympus website 
(http://www.olympus.com/) 




User Registration 



Register your camera when you install OLYMPUS Master to activate your 
warranty, receive notifications of software and camera firmware updates, 
and more. 



20 



Specifications 



ICamera 



Product type 
Recording system 
Still pictures 

Applicable standards 

Sound with still pictures 
Movies 
Memory 

No. of pictures 
(when fully charged) 
No. of effective pixels 
Image pickup device 
Lens 

Photometric system 
Shutter speed 
Shooting range 



Monitor 

Flash charge time 

Outer connectors 
Automatic calendar system 
Water resistance 
Type 

Meaning 

Dust resistance 

Operating environment 
Temperature 

Humidity 
Power supply 
Dimensions 

Weight 



Digital camera (for recording and playback) 

Digital recording, JPEG (in accordance with Design rule for Camera 
File system (DCF)) 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 

PictBridge 

Wave format 

AVI Motion JPEG 

Internal memory 

xD-Picture Card 16 MB to 2 GB (TypeH/M, Standard) 
Approx. 260 

(based on CIPA battery life measurement standards) 
10,100,000 pixels 

1/2.33" CCD (primary color filter), 10,700,000 pixels (gross) 
Olympus lens 5.0 to 18.2 mm, f3.5to 5.1 
(equivalent to 28 to 1 02 mm on a 35 mm camera) 
Digital ESP metering, spot metering system 
4 to 1/1000 sec. 

0.5 m (1 .6 ft.) to oo (W/T) (normal) 

0.1 m (0.3 ft.) to oo (W), 0.3 m (1 .0 ft.) to oo (T) (macro mode) 
0.02 m (0.8 in.) to 0.5 m (1 .6 ft.) (W only) (super macro mode) 
0.07 m (2.8 in.) to 0.2 m (0.7 ft.) (W only) (S-macro LED mode) 
2.7" TFT color LCD display, 230,000 dots 

Approx. 3.5 sec. (for full flash discharge at room temperature using a 
new fully charged battery) 

Multi-connector (DC-IN jack, USB connector, A/V OUT jack) 
2000 up to 2099 

Equivalent to IEC Standard publication 529 1PX8 (under OLYMPUS 
test conditions), available in 10 m (32.8 feet) deep water 
Camera can normally be used under water at a specified water 
pressure. 

IEC Standard publication 529 IP6X (under OLYMPUS test 
conditions) 

-10°C to 40°C (14°F to 104°F) (operation)/ 

-20°C to 60°C (-4°F to 140°F) (storage) 

30% to 90% (operation)/10% to 90% (storage) 

One Olympus lithium ion battery (LI-50B) or Olympus AC adapter 

93.2 mm (W) * 61.4 mm (H) * 21.3 mm (D) (3.7 * 2.4 * 0.8 in.) 

(excluding protrusions) 

173 g (6.1 oz) (excluding battery and card) 



"Shadow Adjustment Technology" function contains patented technologies from Apical 
Limited. 



• 

apical 
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(Lithium ion battery (LI-50B) 



Product type 
Model No. 
Standard voltage 
Standard capacity 
Battery life 

Operating environment 
Temperature 



Dimensions 
Weight 



Lithium ion rechargeable battery 
LI-50BA/LI-50BB 
DC 3.7 V 
925 mAh 

Approx. 300 full charges (varies on usage) 

0°C to 40°C (32°F to 104°F) (charging)/ 
-10°C to 60°C (14°F to 140°F) (operation)/ 
-10°C to 35°C (14°F to 95°F) (storage) 
34.4 x 40.0 x 7.0 mm (1 .4 x 1 .6 x 0.3 in.) 
Approx. 20 g (0.7 oz) 



(Battery charger (LI-50C) 



Model No. 

Power requirements 

Output 

Charging time 
Operating environment 
Temperature 

Dimensions 
Weight 



LI-50CAA/LI-50CAB/LI-50CBA/LI-50CBB 
AC 100 to 240 V (50 to 60 Hz) 
DC 4.2 V, 700 mA 
Approx. 2 hours 

0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4°F to 140°F) (storage) 
62.0 x 23.8 x 90.0 mm (2.4 x 0.9 x 3.5 in.) 
Approx. 70 g (2.5 oz) 



#Using in low temperatures 

Low temperature operation of the optional Olympus xD-Picture Card and lithium ion battery are 
guaranteed to 0°C (32°F). However, the following have been tested for use with this product in 
temperatures up to -10°C (14°F). 

Olympus xD-Picture Card 





16 MB 


32 MB 


64 MB 


128 MB 


256 MB 


512 MB 


1 GB 


2 GB 


Standard 


✓ 


✓ 














TypeM 














✓ 


✓ 


TypeH 










✓ 




✓ 


✓ 



/ : Operation confirmed 



Olympus lithium Ion battery 

LI-50B 

• The number of storable still pictures is reduced in low temperatures. 



Design and specifications subject to change without notice. 
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Safety precautions 



Important Information Abo 



Water resistance: The waterproof feature is warranted 1 to operate at depths up to 
10 m (32.8 feet) for up to one hour. The waterproof feature may be compromised if the 
camera is subject to substantial or excessive impact. 

Shock resistance: The anti-shock feature warrants* 2 the operation of the camera 
against accidental impact incurred from everyday use of your digital compact camera. 
The anti-shock feature does not unconditionally warrant all defective operation or 
cosmetic damage. Cosmetic damage, such as scratches and dents, are not covered 
under the warranty. 

As with any electronic device, proper care and maintenance are required to preserve 
the integrity and operation of your camera. To maintain camera performance, please 
take your camera to the nearest Olympus Authorized Service Center to have it 
inspected after any major impact. In the event the camera is damaged as a result of 
negligence or misuse, the warranty will not cover costs associated with the service or 
repair of your camera. For additional information on our warranty, please visit to the 
Olympus website for your local area. 

Please observe the following care instructions for your camera. 
Before Use: 

• Check the camera for foreign material including dirt, dust or sand. 

• Be sure to close the battery/card compartment cover and connector cover firmly so 
that each lock makes clicking sound. 

• Do not open the battery/card compartment cover and connector cover with wet hands, 
while under water, or in a damp or dusty environment (e.g. beach). 

After Use: 

• Be sure to wipe off any excess water or debris after using the camera under water. 

• After the camera is used under sea water, immerse the camera in a bucket 
containing fresh water for about 10 minutes (with the battery/card compartment 
cover and connector cover firmly closed). After that, dry the camera in a shade 
with good ventilation. 

• Water drops may be observed on the inner surface of the battery/card 
compartment cover or connector cover after you open each cover. If any water 
drops are found, be sure to wipe them off before using the camera. 

Notes after use 

• Any foreign material may be adhered to the periphery of the lens cover, after you use 
the camera in an environment containing foreign material including dirt, dust or sand, 
or when the lens cover won't move smoothly. 

If you continue to use the camera in such a condition, the lens may be damaged or the 
lens cover may become stuck, causing a failure. To avoid such a failure, wash the 
camera using the following method. 
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3 







© Insert the battery and close the battery/card 

compartment cover and connector cover firmly 

so that each lock makes the clicking sound. 
© Fill a bucket with fresh water, immerse the 

camera in the bucket with the lens surface 

downward and shake the camera thoroughly. 
(D Press the POWER button several times in the 

water and close/open the lens cover 

repeatedly. 

© Furthermore, shake the camera further with the cover opened. 

Follow the steps © to ©, then check if the lens cover moves smoothly. 

If the lens cover does not move smoothly, rinse the lens face by placing it directly under 

a strong stream of tap water and pressing the POWER button repeatedly. 

Storage and Maintenance 

• Do not leave the camera in an environment at high temperature (40°C (104°F) or 
more) or at low temperature (-10°C (14°F) or less). Failure to do so may break down 
water resistance. 

• Do not use chemicals for cleaning, rust prevention, anti-fogging, repairing, etc. Failure 
to do so may break down water resistance. 

• Do not leave the camera in water for a long time. Failure to do so will cause 
damage to the camera's appearance and/or deteriorate water resistance. 

• In addition do not pour water over the camera directly from the water faucet. 

• In order to preserve the water resistant feature, as with any underwater housing, 
it is recommended that the waterproof packing (and seals) are replaced annually. 
For the Olympus distributors or service stations where the waterproof packing 
can be replaced, visit Olympus website for your local area. 

Closing Battery/Card Compartment Cover and Connector cover 




Battery/card compartment cover 




Connector cover 



Note: The included accessories (e.g. charger) do not offer shock or water resistance. 
*1 as determined by Olympus pressure testing equipment in accordance to IEC 

Standard Publication 529 IPX8 - This means that the camera can be used normally 

under water at a specified water pressure. 
*2 This anti-shock performance is confirmed by Olympus' testing conditions in 

accordance with MIL-STD-810F, Method 516.5, Procedure IV (Transit Drop Test). 

For more details of Olympus' testing conditions, please refer to the Olympus website 

for your local area. 



24 



A 



RISK OF ELECTRIC SHOCK 
DO NOT OPEN 



A 



CAUTION: TO REDUCE THE RISK OF ELECTRICAL SHOCK, DO NOT 
REMOVE COVER (OR BACK). NO USER-SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED OLYMPUS SERVICE PERSONNEL. 



A 

A DANGER 
A WARNING 
A CAUTION 



An exclamation mark enclosed in a triangle alerts you to important operating and 
maintenance instructions in the documentation provided with the product. 



If the product is used without observing the information given under this symbol, serious 
injury or death may result. 



If the product is used without observing the information given under this symbol, injury or 
death may result. 



If the product is used without observing the information given under this symbol, minor 
personal injury, damage to the equipment, or loss of valuable data may result. 



WARNING! 

TO AVOID THE RISK OF FIRE OR ELECTRICAL SHOCK, NEVER DISASSEMBLE, EXPOSE THIS PRODUCT 
TO WATER OR OPERATE IN A HIGH HUMIDITY ENVIRONMENT. 



( ^ ) 



Read All Instructions — Before you use the product, read all operating 

instructions. Save all manuals and documentation for future reference. 
Cleaning — Always unplug this product from the wall outlet before cleaning. Use 

only a damp cloth for cleaning. Never use any type of liquid or aerosol cleaner, 

or any type of organic solvent to clean this product. 
Attachments — For your safety, and to avoid damaging the product, use only 

accessories recommended by Olympus. 
Water and Moisture — For precautions on products with weatherproof designs, 

read the weatherproofing sections. 
Location — To avoid damage to the product, mount the product securely on a 

stable tripod, stand, or bracket. 
Power Source — Connect this product only to the power source described on the 

product label. 

Lightning — If a lightning storm occurs while using an AC adapter, remove it from 

the wall outlet immediately. 
Foreign Objects — To avoid personal injury, never insert a metal object into the 

product. 

Heat — Never use or store this product near any heat source such as a radiator, 
heat register, stove, or any type of equipment or appliance that generates heat, 
including stereo amplifiers. 
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A WARNING 

# Do not use the camera near flammable or explosive gases. 

# Do not use the flash and LED on people (infants, small children, etc.) 
at close range. 

• You must be at least 1 m (3 ft.) away from the faces of your subjects. Firing the 
flash too close to the subject's eyes could cause a momentary loss of vision. 

0 Keep young children and infants away from the camera. 

• Always use and store the camera out of the reach of young children and infants 
to prevent the following dangerous situations which could cause serious injury: 

• Becoming entangled in the camera strap, causing strangulation. 

• Accidentally swallowing the battery, cards or other small parts. 

• Accidentally firing the flash into their own eyes or those of another child. 

• Accidentally being injured by the moving parts of the camera. 

# Do not look at the sun or strong lights with the camera. 

# Do not use or store the camera in dusty or humid places. 

# Do not cover the flash with a hand while firing. 

A CAUTION 

# Stop using the camera immediately if you notice any unusual odors, 
noise, or smoke around it. 

• Never remove the batteries with bare hands, which may cause a fire or burn your 
hands. 

# Do not leave the camera in places where it may be subject to 
extremely high temperatures. 

• Doing so may cause parts to deteriorate and, in some circumstances, cause the 
camera to catch fire. Do not use the charger or AC adapter if it is covered (such 
as a blanket). This could cause overheating, resulting in fire. 

0 Handle the camera with care to avoid getting a low-temperature 
burn. 

• When the camera contains metal parts, overheating can result in a low- 
temperature burn. Pay attention to the following: 

• When used for a long period, the camera will get hot. If you hold on to the 
camera in this state, a low-temperature burn may be caused. 

• In places subject to extremely cold temperatures, the temperature of the 
camera's body may be lower than the environmental temperature. If possible, 
wear gloves when handling the camera in cold temperatures. 

# Be careful with the strap. 

• Be careful with the strap when you carry the camera. It could easily catch on stray 
objects - and cause serious damage. 

# Do not touch the metallic parts of the camera for a long period of 
time at low temperatures. 

• This may damage your skin. At low temperatures, handle the camera while 
wearing gloves. 
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r Battery Handling Precaution 






Follow these Important guidelines to prevent batteries from leaking, 
overheating, burning, exploding, or causing electrical shocks or burns. 



A DANGER 

• The camera uses a lithium ion battery specified by Olympus. Charge the battery 
with the specified charger. Do not use any other chargers. 

• Never heat or incinerate batteries. 

• Take precautions when carrying or storing batteries to prevent them from 
coming into contact with any metal objects such as jewelry, pins, fasteners, etc. 

• Never store batteries where they will be exposed to direct sunlight, or subjected 
to high temperatures in a hot vehicle, near a heat source, etc. 

• To prevent causing battery leaks or damaging their terminals, carefully follow all 
instructions regarding the use of batteries. Never attempt to disassemble a 
battery or modify it in any way, by soldering, etc. 

• If battery fluid gets into your eyes, flush your eyes immediately with clear, cold 
running water and seek medical attention immediately. 

• Always store batteries out of the reach of small children. If a child accidentally 
swallows a battery, seek medical attention immediately. 

A WARNING 

• Keep batteries dry at all times. 

• To prevent batteries from leaking, overheating, or causing a fire or explosion, 
use only batteries recommended for use with this product. 

• Insert the battery carefully as described in the operating instructions. 

• If rechargeable batteries have not been recharged within the specified time, 
stop charging them and do not use them. 

• Do not use a battery if it is cracked or broken. 

• If a battery leaks, becomes discolored or deformed, or becomes abnormal in 
any other way during operation, stop using the camera. 

• If a battery leaks fluid onto your clothing or skin, remove the clothing and flush 
the affected area with clean, running cold water immediately. If the fluid burns 
your skin, seek medical attention immediately. 

• Never subject batteries to strong shocks or continuous vibration. 

A CAUTION 

• Before loading, always inspect the battery carefully for leaks, discoloration, 
warping, or any other abnormality. 

• The battery may become hot during prolonged use. To avoid minor burns, do 
not remove it immediately after using the camera. 

• Always unload the battery from the camera before storing the camera for a long 
period. 
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For customers in Europe 

r"CE" mark indicates that this product complies with the European requirements 
for safety, health, environment and customer protection. "CE" mark cameras 
are intended for sales in Europe. 

This symbol [crossed-out wheeled bin WEEE Annex IV] indicates separate 
collection of waste electrical and electronic equipment in the EU countries. 
Please do not throw the equipment into the domestic refuse. 
Please use the return and collection systems available in your country for the 
disposal of this product. 




Use Only Dedicated Rechargeable Battery and Battery Charger 

We strongly recommend that you use only the genuine Olympus dedicated 

rechargeable battery and battery charger with this camera. 

Using a non-genuine rechargeable battery and/or battery charger may result in fire 

or personal injury due to leakage, heating, ignition or damage to the battery. 

Olympus does not assume any liability for accidents or damage that may result 

from the use of a battery and/or battery charger that are not genuine Olympus 

accessories. 

Trademarks 

• IBM is a registered trademark of International Business Machines Corporation. 

• Microsoft and Windows are registered trademarks of Microsoft Corporation. 

• Macintosh is a trademark of Apple Inc. 

• xD-Picture Card™ is a trademark. 

• All other company and product names are registered trademarks and/or 
trademarks of their respective owners. 

• The standards for camera file systems referred to in this manual are the "Design 
Rule for Camera File System/DCF" standards stipulated by the Japan 
Electronics and Information Technology Industries Association (JEITA). 



28 



Provisions of warranty 

1 . If this product proves to be defective, although it has been used properly (in accordance with the 
written Handling Care and Operating instructions supplied with it), during a period of two years 
from the date of purchase from an authorized Olympus distributor within the business area of 
Olympus Imaging Europa GmbH as stipulated on the website: http://www.olympus.com this 
product will be repaired, or at Olympus's option replaced, free of charge. To claim under this 
warranty the customer must take the product and this Warranty Certificate before the end of the 
two year warranty period to the dealer where the product was purchased or any other Olympus 
service station within the business area of Olympus Imaging Europa GmbH as stipulated on the 
website: http://www.olympus.com. During the one year period of the World Wide Warranty the 
customer may turn the product in at any Olympus service station. Please notice that not in all 
countries such Olympus service station exists. 

2. The customer shall transport the product to the dealer or Olympus authorized service station at his 
own risk and shall be responsible for any costs incurred in transporting the product. 

3. This warranty does not cover the following and the customer will be required to pay repair charge, 
even for defects occurring within the warranty period referred to above. 

(a) Any defect that occurs due to mishandling (such as an operation performed that is not 
mentioned in the Handling Care or other sections of the instructions, etc.) 

(b) Any defect that occurs due to repair, modification, cleaning, etc. performed by anyone other 
than Olympus or an Olympus authorized service station. 

(c) Any defect or damage that occurs due to transport, a fall, shock, etc. after purchase of the 
product. 

(d) Any defect or damage that occurs due to fire, earthquake, flood damage, thunderbolt, other 
natural disasters, environmental pollution and irregular voltage sources. 

(e) Any defect that occurs due to careless or improper storage (such as keeping the product under 
conditions of high temperature and humidity, near insect repellents such as naphthalene or 
harmful drugs, etc.), improper maintenance, etc. 

(f) Any defect that occurs due to exhausted batteries, etc. 

(g) Any defect that occurs due to sand, mud, etc. entering the inside of the product casing. 

(h) When this Warranty Certificate is not returned with the product. 

(i) When any alterations whatsoever are made to the Warranty Certificate regarding the year, 
month and date of purchase, the customer's name, the dealer's name, and the serial number. 

(j) When proof of purchase is not presented with this Warranty Certificate. 

4. This Warranty applies to the product only; the Warranty does not apply to any other accessory 
equipment, such as the case, strap, lens cap and batteries. 

5. Olympus's sole liability under this warranty shall be limited to repairing or replacing the product. 
Any liability for indirect or consequential loss or damage of any kind incurred or suffered by the 
customer due to a defect of the product, and in particular any loss or damage caused to any lenses, 
films, other equipment or accessories used with the product or for any loss resulting from a delay 
in repair or loss of data, is excluded. Compelling regulations by law remain unaffected by this. 

Notes regarding warranty maintenance 

1 . This warranty will only be valid if the Warranty Certificate is duly completed by Olympus or an 
authorized dealer or other documents contain sufficient proof. Therefore, please make sure that 
your name, the name of the dealer, the serial number and the year, month and date of purchase 
are all completed or the original invoice or the sales receipt (indicating the dealer's name, the date 
of purchase and product type) is attached to this Warranty Certificate. Olympus reserves the right 
to refuse free-of-charge service if neither Warranty Certificate is completed nor the above 
document is attached or if the information contained in it is incomplete or illegible. 

2. Since this Warranty Certificate will not be re-issued, keep it in a safe place. 

* Please refer to the list on the web site: http://www.olympus.com for the authorized international 

Olympus service network. 
Disclaimer of Warranty 

Olympus makes no representations or warranties, either expressed or implied, by or concerning any 
content of these written materials or software, and in no event shall be liable for any impelled warranty 
purchase are all completed or the original invoice or the sales receipt of merchantability or fitness for 
any particular purpose or for any consequential, incidental or indirect damages (including but not 
limited to damages for loss of business profits, business interruption and loss of business information) 
arising from the use of inability to use these written materials or software. Some states do not allow 
the exclusion or limitation of liability for consequential or incidental damages, so the above limitations 
may not apply to you. 
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• Avant d'utiliser votre appareil photo, lisez attentivement ce manuel pour 
garantir une utilisation correcte. 

• Nous vous recommandons de prendre des photos-test pour vous habituer a 
votre appareil avant de commencer a prendre de vraies photos. 

• Veillez a ce que les mesures de securite presentees a la fin de ce manuel soit 
respectees. 

• Les captures d'ecran et les illustrations de I'appareil photo presentees dans ce 
manuel ont ete realisees au cours des phases de developpement et peuvent ne 
pas correspondre au produit reel. 
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Reunissez ces elements (contenu de la boTte) 




Appareil photo numerique Courroie Batterie au lithium-ion 

LI-50B 




Chargeur de batterie Cable USB Cable AV CD-ROM comportant le 

LI-50C logiciel OLYMPUS Master 2 

Elements non representes : Manuel Avance (CD-ROM), Manuel de Base (present manuel), 
carte de garantie. Le contenu est susceptible de varier en fonction de I'endroit oil I'appareil 
est achete. 



< ■miii.u.iJUJ.iiiJj.iM ^ 




# Tendez la courroie afin qu'elle ne soit pas relachee. 



31 



Preparation de I'appareil photo 



a. Chargez la batterie. 
H Remarque 

# II existe deux types de chargeur de batterie LI-50C : un de "type cable 

d'alimentation" et I'autre de "type enfichable". Le type du chargeur de batterie 
peut varier selon la region ou vous avez achete I'appareil photo. Dans les 
explications qui suivent, nous prenons comme exemple I'utilisation du chargeur 
de batterie de type cable d'alimentation. Si vous avez regu un chargeur de 
batterie de type enfichable, branchez-le directement sur une prise secteur. 




Voyant eteint: chargement termine 
(duree de chargement : environ 2 heures) 

# La batterie est livree en partie chargee. 
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Preparation de I'appareil photo 




# Inserez la batterie dans le 
sens indique dans 
['illustration. 

Si vous placez la batterie a I'envers, 
I'appareil ne s'allumera pas meme 
en appuyant sur le bouton POWER. 



Touche de verrouillage de la batterie 
Pour retirer la batterie, faites glisser le 
bouton de verrouillage de la batterie 
dans le sens de la fleche. 



Zone de contact 




# Orientez la carte comme illustre et 
inserez-la dans la fente de carte en la 
maintenant droite. 

Inserez la carte jusqu'a ce qu'elle soit bloquee 
en place. 



Pour retirer la carte, poussez-la completement 
et relachez-la lentement. Ensuite, tenez la carte 
et retirez-la. 




# Vous pouvez prendre des photos avec cet appareil meme si vous n'utilisez pas 
de xD-Picture Card™ en option (ci-apres designe "la carte"). S'il n'y a pas de 
carte xD-Picture Card inseree, vos photos seront enregistrees dans la memoire 
interne. Pour plus d'informations sur la carte, reportez-vous au Manuel Avance. 
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Allumer I'appareil photo 



Cette section indique comment allumer I'appareil photo en mode prise de 
vue. 

a. Amenez la molette mode sur HUB - 

Lors de la prise de photos (mode prise de vue) 




Lors de I'affichage de photos 
(mode d'affichage) 



Modes de prise de photos 



Mint] Cette fonction vous permet de proceder a la prise de vue a I'aide des 

reglages automatiques de I'appareil photo. 

Q L'appareil photo definit automatiquement la valeur de I'ouverture optimale 

et la vitesse d'obturation. 

(fcfl)) Cette fonction reduit le flou du a un mouvement du sujet ou un bouge de 

I'appareil lors de la prise de vue. 

SCN Cette fonction vous permet de prendre des photos en selectionnant une 

scene adaptee aux conditions de prise de vue. 

GUIDE Cette fonction vous permet de definir des elements cibles en suivant les 

instructions du guide de prise de vue affiche a I'ecran. 



b. Appuyez sur la touche POWER. 



Touche POWER 




A M J HEURE 



--:-- a/m/j 



ANNULE»H 



Cet ecran apparait si la date et 
I'heure ne sont pas reglees. 



# Pour eteindre I'appareil photo, appuyez de nouveau sur la touche POWER. 

A 



Conseil 



Les directions de la molette de defilement (/\^7<J>) sont 
indiquees par /\^7<X> dans ce manuel. 



<3 -wGaya-o 
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Reglage de la date et de I'heure 




A-M-J (Annee-mois-jour) 

Heure 
Minute 

Formats de date (A-M-J, M-J-A, J-M-A) 



Permet de quitter le reglage. 



a. Appuyez sur la touche et sur la touche ^70 pour 
selectionner [A]. 

• Les deux premiers chiffres de I'annee sont fixes. 



Touche A3 




Touche 

b. Appuyez sur la touche 



A M J HEURE 
1 2008 1 



ANNULE'S 




c. Appuyez sur la touche /^sgj et sur la 
touche ^70 pour selectionner [M]. 



d. Appuyez sur la touche 



A M J HEURE 



ANNULE»S 
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Reglage de la date et de I'heure 



e. Appuyez sur la touche /\Eg et sur la 
touche ^70 pour selectionner [J]. 



f. Appuyez sur la touche [> 

g. Appuyez sur la touche et la touche 

pour selectionner les heures et les 
minutes. 

• L'heure est affichee au format 24 heures. 



Appuyez sur la touche 

Appuyez sur la touche /^sgj et sur la 

touche ^70 pour selectionner [A/M/J]. 



A M J HEURE 



2008 . 08 



ANNULE»11 





A M J 


HEURE 






2008 . 08 . 26 


12:E|J» A/M/J I 






ANNULE»6bS 


C0NF»[OKl 



© 


& a s 


HEURE 






2008 . 08 . 26 


12:30 lIB'WI 






ANNULE»H 


C0NF*IOKl 



j. Une fois tous les elements definis, appuyez sur la touche (8§). 

• Pour regler l'heure de maniere precise, appuyez sur la touche (§) lorsque I'horloge atteint 
00 seconde. 




Touche @ 




Le nombre de photos pouvant 
etre stockees s'affiche. 
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Selectionnez une langue 



a. Appuyez sur la touche MENU pour afficher le menu principal. 




b. Appuyez sur la touche [>4 pour selectionner [REGLAGE], puis 
sur la touche <M. 




c. Appuyez sur les touches <^>|2 et sur la touche ^70 pour 
selectionner [^-£=1], puis sur @. 




d. Appuyez sur la molette de defilement 
pour selectionner une langue, puis 
appuyez sur la touche @. 





| ENGLISH 








DEUTSCH 




ESPANOL 




ITALIANO 


may 


RETOUR'SSS 


C0NF»IOKl 
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Prenez une photo 



a. Maintenez I'appareil photo. 

Tenue horizontale Tenue verticale 






b. Effectuez la mise au point. 




Le repere de mise au point automatique (AF) 
s'allume en vert lorsque la mise au point et 
I'exposition sont memorisees. Les valeurs de 
Vitesse d'obturation et d'ouverture s'affichent. 
Le repere de mise au point automatique (AF) 
clignote en rouge lorsque I'appareil photo n'est 
pas en mesure d'effectuer la mise au point. 
Procedez de nouveau a la memorisation de la 
mise au point. 




Repere de mise au point 
automatique (AF) 
Placez ce repere sur le 
sujet. 



c. Prenez la photo. 




Le voyant d'acces 
de carte clignote. 
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Affichage des photos 



a. Amenez la molette mode sur H- 




a. Appuyez sur la touche <]JJ et sur la touche [>£ pour afficher la 
photo que vous souhaitez effacer. 

b. Appuyez sur la touche £''/ / ^ > . 
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En mode prise de vue, utilisez ces touches pour acceder rapidement a certaines 
des fonctions les plus frequemment utilisees. 



O Touche <]& (Mode Gros plan) 

Utilisez le mode Gros plan, Super gros plan ou S-macro LED pour prendre des 
photos rapprochees, d'une fleur par exemple. 
0 Touche (Compensation d'exposition) 

Utilisez ce reglage pour surexposer (+) ou sous-exposer (-) une photo. Utilisez la 
molette de defilement pour selectionner le cadre avec les reglages souhaites et 
appuyez sur @. 
0 Touche 04 (Mode Flash) 

Selectionnez entre 4 modes de flash : Flash auto, Flash attenuant I'effet yeux 
rouges, Flash d'appoint ou Flash desactive. 
O Touche V0 (Retardateur) 

Selectionnez le retardateur pour differer la prise d'environ 12 secondes a partir du 
moment oil vous appuyez sur le declencheur. 



Affiche le menu de fonctions et definit les fonctions frequemment utilisees en mode 
prise de vue. 

Valide et definit egalement votre selection d'elements de menu. 
0 Touche MENU (MENU) 

Appuyez sur cette touche pour afficher le menu principal. 

O Touche Q/,0, 

Appuyez sur H en mode prise de vue pour basculer en mode d'affichage et 
afficher la derniere photo prise. 

0 Touche Ifil'g 

Appuyez sur fi?-- en mode prise de vue pour activer ou desactiver Shadow 
Adjustment Technology (technologie d'ajustement des ombres). Cette fonction 
permet de faire apparaitre le visage du sujet de maniere plus claire meme en 
contre-jour. Maintenez la touche fjZitfif enfoncee en mode prise de vue pour 
afficher le guide indiquant I'emplacement des touches. 

0 Touche DISP./©/ h 

Appuyez plusieurs fois sur DISP./©/ - ^ pour afficher le quadrillage pour I'aide a la 
composition et I'histogramme. Selectionnez un element du menu et appuyez sur 
DISP./©/ <i pour afficher I'explication de sa fonction. 




0 



Touche 




(OK/FUNC) 



( m^^aw ) 

Cette fonction vous permet de changer de SCN (mode Scene) en fonction du 
sujet. 

O Amenez la molette mode sur SCN 

0 Appuyez sur pour selectionner un mode Scene, puis sur ®. 




Prise de vue - Modes SCN (Scene) 



• PORTRAIT 


AUTO PORTRAIT 


PRENDRE ETCHOISIR 1 


• PAYSAGE 


NATUREL 


PRENDRE ET CHOISIR 2 


• PAYSG+PORTRAIT • 


COUCHER DE SOLEIL 


PLAGE & NEIGE 


• SCENE NUIT 


FEUX DARTIFICES 


VIDEO SANS ENREGISTR 


• NUIT + PORTRAIT • 


CUISINE 


PHOTOS SOUS L'EAU 


• SPORT 


VITRINE 


SOUS-MARIN LARGE 1 


• INTERIEUR 


DOCUMENTS 


SOUS-MARIN LARGE 2 


• BOUGIE 


ENCHERE 


SOUS-MARIN MACRO 



& Ce mode vous permet de prendre des photos a 1 0 cm (lorsque le zoom est regie 

pour Tangle de zoom exterieur) et a 30 cm (lorsque le zoom est regie pour Tangle 

de zoom interieur) de votre sujet. 
sHi Utilisez ce mode pour prendre des photos a 2 cm de votre sujet. En mode s ft, la 

position de I'objectif de zoom est fixee. Si la distance entre Tappareil photo et le 

sujet depasse 50 cm, la photo ne sera pas nette. 
&'f Le faisceau lumineux eclaire de 7 cm a 20 cm de I'objectif en mode super gros 

plan. Appuyez sur le declencheur jusqu'a mi-course pour allumer le faisceau 

lumineux. 

O Appuyez sur <]ft. 

0 Appuyez sur <] [> pour selectionner [JJ], [ s %] ou [ttf], puis appuyez sur ®. 
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O Appuyez sur ^70. Voyant du retardateur 

0 Appuyez sur pour selectionner [ON], puis 
appuyez sur (§). 

© Appuyez totalement sur le declencheur pour prendre la 
photo. 

• Le voyant du retardateur s'allume pendant 10 secondes 
environ apres avoir appuye sur le declencheur, puis 
commence a clignoter. La photo est prise apres un clignotement d'environ 2 secondes. 

( ) 

O Appuyez sur 

0 Appuyez sur <] [> pour selectionner un mode flash, puis sur @. 

© Appuyez sur le declencheur jusqu'a mi-course. 

• Lorsque le flash est regie pour se declencher, le repere £ s'allume. 

© Appuyez totalement sur le declencheur pour prendre la photo. 



Icone 


Mode flash 


Description 


AUTO 


Flash auto 


Le flash se declenche automatiquement lorsque 
I'eclairage est faible ou a contre-jour. 


<§> 


Flash attenuant 
I'effet yeux rouges 


Le mode flash attenuant I'effet yeux rouges reduit 
considerablement ce phenomere en emettant des 
pre-eclairs avant de declencher le flash normal. 




Flash d'appoint 


Le flash se declenche quelles que soient les 
conditions d'eclairage. 


© 


Flash desactive 


Le flash ne se declenche pas. 



^JJJJJUi.UJJJJJJlJ.UJJJJ.lim 

• Pour economiser de I'energie de la batterie, I'appareil photo passe 
automatiquement en mode veille et s'arrete de fonctionner s'il n'est pas utilise 
pendant 3 minutes en mode prise de vue. Appuyez sur le declencheur ou la 
touche de zoom pour reactiver I'appareil photo. 

• Si I'appareil photo n'est pas utilise pendant 15 minutes apres etre passe en 
mode veille, I'appareil-photo s'eteint automatiquement. Pour utiliser a nouveau 
I'appareil photo, remettez-le sous tension. 
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Menus et reglages 



O Appuyez sur MENU pour afficher le menu principal. 




Menu principal en mode prise de vue 



0 Utilisez la molette de defilement {^S\7<Q[» P°ur selectionner des elements 
de menu et appuyez sur @ pour les regler. 

■ QUALITE D'IMAGE 

Definissez la qualite d'image de la photo qui sera prise en fonction de vos intentions. 

■ REINITIALI. 

Retablissez les reglages par defaut des fonctions de prise de vue. 

■ MENU APPAREIL 

Reglez divers parametres de prise de vue. 

■ REGLAGE 

Reglez la date, I'heure, la langue, le son de fonctionnement, etc. 

■ PANORAMA 

Prise et association des photos panoramiques. Une carte Olympus xD-Picture 
Card est necessaire pour la prise de vue panoramique. 

■ SCN (Scene) 

Selectionnez la scene en fonction du sujet et des conditions de prise de vue 
lorsque le mode SCN est selectionne. 

■ SILENCE 

Arretez les sons de fonctionnement pendant la prise de vue et I'affichage, les 
bips sonores d'avertissement, les sons du declencheur, etc. 



ffacer toutes les phot 



O Dans le menu principal en mode d'affichage, 
selectionnez [EFFACER] -> [TOUT EFFAC] et 
appuyez sur (§). 

0 Selectionnez [OUI] et appuyez sur @. 
• Toutes les photos sont effacees. 



J 



TOPT EFFAS 




A ATTENTION 


TOUT EFFAG 


Qoui 


P 


■ NON 


RET0UR»11 


C0NF»IOKl 
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Connexion de I'appareil photo 



Utilisez le cable AV fourni avec I'appareil photo pour afficher des images 
enregistrees sur un televiseur. Les photos et les videos peuvent etre affichees. 
O Verifiez que le televiseur et I'appareil photo sont eteints. Raccordez le 

connecteur multiple de I'appareil photo a la borne d'entree video du televiseur 

a I'aide du cable AV. 




A brancher aux bornes d'entree 
video (jaune) et d'entree audio 
(blanc) du televiseur. 



Couvercle du connecteur Cable AV (fourni) 



0 Allumez le televiseur et mettez-le en mode entree video. 

• Pour en savoir plus sur la commutation de I'entree video, veuillez consulter le manuel 
du televiseur. 

© Mettez la molette mode sur (3 et appuyez sur POWER pour allumer I'appareil 
photo. 

• La derniere photo prise est affichee sur le televiseur. Utilisez la molette de defilement 
pour selectionner la photo que vous voulez afficher. 
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A I'aide du cable USB fourni, vous pouvez raccorder directement votre appareil 
photo a une imprimante compatible PictBridge pour effectuer des impressions. 
O En mode d'affichage, affichez la photo que vous voulez imprimer sur I'ecran 
ACL. 

0 Raccordez une extremite du cable USB fourni au connecteur multiple de 
I'appareil photo et I'autre extremite au connecteur USB de 1'imprimante. 




Couvercle du connecteur Cable USB 



© Appuyez sur h>"|/,Qi. 

• L'impression demarre. 

• Une fois l'impression terminee, deconnectez le cable 
USB de I'appareil photo une fois I'ecran de selection 
des photos affiche. 
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Transferez des images 



a. Installez le logiciel. 



O Inserez le CD-ROM OLYMPUS 
Master 2. 

0 Windows : Cliquez sur la touche 
"OLYMPUS Master 2". 
Macintosh :Double-cliquez sur 
I'icone "Setup". 

© Suivez simplement les instructions a 
l'ecran. 



DLTMPUS Mmler 1 



b. Connectez I'appareil photo a I'ordinateur. 



O Connectez I'appareil photo et I'ordinateur a I'aide du cable USB (fourni). 
• L'ecran ACL s'allume automatiquement. 



Connecteur multiple 




Couvercle du connecteur Cable USB 



0 Selectionnez [PC] sur l'ecran ACL et 
appuyez sur @. 



Votre PC reconnaitra desormais votre 
appareil photo comme un disque de 
stockage amovible. 
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c. Transferez des images vers I'ordinateur. 



e 



L'appareil photo desormais 
connecte, ouvrez OLYMPUS 
Master. 

Cliquez sur "Transferer des 
images" .» dans la fenetre de 
recherche, puis cliquez sur 
"Depuis l'appareil" Vj . 

Suivez simplement les 
instructions a I'ecran. 



Touche "Transferer des images" 





m.m.m i » » « 













Conseils 



Pour de plus amples informations sur la configuration et I'utilisation de l'appareil 

photo, consultez le Manuel Avance de l'appareil inclus sur le CD-ROM. 

Pour obtenir de I'aide, consultez le fichier d'aide du logiciel OLYMPUS Master. 
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Logiciel OLYMPUS Master 



Logiciel OLYMPUS Master : Utilisez ce logiciel pourtelecharger 
des images de I'appareil photo, afficher, organiser, retoucher, 
envoyer par e-mail et imprimer vos photos et videos numeriques 
et bien plus encore! 




♦ Configuration systeme minimale 



SE 


Windows 2000 Professional/XP/Vista ou Mac OS X 
(v10.3 ou ulterieure) 


UC 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1 ,5 GHz, ou superieur 


RAM 


256 Mo ou plus 


Disque dur 


500 Mo ou plus d'espace libre 


Connexion 


Port USB/Port IEEE 1394 


Ecran ACL 


Resolution de 1 024 x 768 pixels ou plus avec au minimum 65 536 
couleurs (Windows), 32 000 couleurs (Macintosh) (16 770 000 de 
couleurs ou plus recommande) 


Autres 


Internet Explorer 6 ou ulterieur (Windows), Safari 1 .0 ou ulterieur, 
QuickTime 6 ou ulterieur (Macintosh) 



Pour obtenir les dernieres informations de support, consultez le site Web Olympus 
(http://www.olympus.com/) 




Enregistrement utilisateur 



Enregistrez votre appareil photo lors de I'installation du logiciel OLYMPUS 
Master pour activer votre garantie, recevoir des avis de mises a jour du 
logiciel et du micrologiciel de I'appareil, et bien plus encore. 



48 



Caracteristiques 



#Appareil photo 

Type de produit 
Systeme d'enregistrement 
Photos 



Normes applicables 

Image fixe avec son 
Videos 
Memoire 

Nbre de photos 
(entierement chargee) 

Nbre de pixels effectifs 
Capteur d'image 
Objectif 

Systeme de mesure 
Vitesse d'obturation 
Plage de prise de vue 



Ecran ACL : 
Duree de chargement du 
flash 

Connecteurs externes 
Systeme de calendrier 
automatique 
Etancheite a I'eau 
Type 

Description : 
Resistance a la poussiere 

Conditions de fonctionnement 

Temperature 

Humidite 
Alimentation 

Dimensions 
Poids 



Appareil photo numerique (pour I'enregistrement et I'affichage) 

Enregistrement numerique, JPEG (conforme a la norme DCF 
(Design rule for Camera File)) 

Exif 2.2, DPOF (Digital Print Order Format), PRINT Image Matching III, 

PictBridge 

Format Wave 

AVI Motion JPEG 

Memoire interne 

xD-Picture Card 16 Mo a 2 Go (TypeH/M, Standard) 
Environ 260 

(conformement aux normes de mesure de duree de vie de la batterie 
CI PA) 

10 100 000 pixels 

CCD 1/2,33" (filtre couleur primaire), 10 700 000 pixels (brut) 

Objectif Olympus 5,0 a 18,2 mm, f3,5 a 5,1 

(equivalent a 28 a 102 mm sur un appareil photo 35 mm) 

Mesure ESP numerique, systeme de mesure ponctuelle 

4 a 1/1000 sec. 

0,5 m a oo (W/T) (normal) 

0,1 m a oo (W), 0,3 m a oo (T) (mode gros plan) 

0,02 m a 0,5 m (W uniquement) (mode super gros plan) 

0,07 m a 0,2 m (W uniquement) (mode S-macro LED) 

Ecran ACL couleur 2,7" TFT, 230 000 points 

Environ 3,5 sec. (pour une decharge complete du flash a temperature 

ambiante avec une nouvelle batterie entierement chargee) 

Connecteur multiple (Prise DC-IN, connecteur USB, prise A/V OUT) 

2000 a 2099 



Equivalent a la norme IEC, publication 529 IPX8 (sous conditions de 

test OLYMPUS), profondeur d'eau de 10 metres 

L'appareil photo peut etre utilise sous I'eau a la pression d'eau 

indiquee. 

Equivalent a la norme IEC, publication 529 IP6X (sous conditions de 
test OLYMPUS) 

-10°C a 40 D C (fonctionnement)/ -20°C a 60°C (stockage) 

30 a 90 % (fonctionnement)/ 10 a 90 % (stockage) 

Une batterie au lithium-ion Olympus (LI-50B) ou adaptateur secteur 

Olympus 

93,2 mm (L) * 61,4 mm (H) * 21,3 mm (P) (hors saillies) 
1 73 g (hors batterie et carte) 



La fonction "Shadow Adjustment Technology" (technologie d'ajustement des ombres) 
contient des technologies brevetees par Apical Limited. 



3> 

apical 
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(Batterie au lithium-ion (LI-50B) 



Type de produit 
Modele n° 
Tension standard 
Capacite standard 
Duree de vie de la batterie 
Conditions de fonctionnement 
Temperature 



Dimensions 
Poids 



Batterie au lithium-ion rechargeable 
LI-50BA / LI-50BB 
3,7 VCC 
925 mAh 

Environ 300 rechargements complets (varie selon I'utilisation) 

0°C a 40°C (chargement)/ 
-10°C a 60°C (fonctionnement)/ 
-10°Ca35°C (stockage) 
34,4 x 40,0 x 7,0 mm 
Environ 20 g 



IChargeur de batterie (LI-50C) 



Modele n° 

Alimentation requise 
Sortie 

Duree de chargement 
Conditions de fonctionnement 

Temperature 
Dimensions 
Poids 



LI-50CAA / LI-50CAB / LI-50CBA / LI-50CBB 
100 a 240 VCA (50 a 60 Hz) 
4,2 V CC, 700 mA 
Environ 2 heures 

0°C a 40°C (fonctionnement)/ -20°C a 60°C (stockage) 
62,0 x 23,8 » 90,0 mm 
Environ 70 g 



# Utilisation a basse temperature 

Le fonctionnement a basse temperature de la carte Olympus xD-Picture Card en option et de la 
batterie au lithium-ion Olympus est garanti jusqu'a 0 °C. Toutefois, les tests suivants ontete effectues 
pour une utilisation avec ce produit a des temperatures allant jusqu'a -1 0 °C. 

Olympus xD-Picture Card 





16 MB 


32 MB 


64 MB 


128 MB 


256 MB 


512 MB 


1 GB 


2 GB 


Standard 


✓ 


✓ 






✓ 


✓ 






TypeM 














✓ 


✓ 


TypeH 










✓ 




✓ 


✓ 



S : Fonctionne correctement 

Batterie au lithium-ion Olympus 

LI-50B 

• Le nombre de photos pouvant etre stockees est reduit lorsque les temperatures sont basses. 
La conception et les caracteristiques techniques peuvent etre modifiees sans preavis. 
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Precautions de securite 



r 

Informations importantes relatives aux foncti 
d'etancheite a I'eau et de resistance aux cho 




Etancheite a I'eau : le fonctionnement de la fonction de resistance a I'eau est garanti* 1 a 
une profondeur de 10 metres maximum pendant une heure maximum. II est possible que 
la fonction de resistance a I'eau ne soit plus aussi efficace si I'appareil photo est soumis a 
des chocs importants ou excessifs. 

Resistance aux chocs : la fonction antichoc garantit 2 le fonctionnement de I'appareil 
photo numerique en cas d'impact accidentel survenu dans le cadre de I'utilisation normale 
de I'appareil photo. La fonction antichoc ne constitue pas une garantie inconditionnelle en 
cas de fonctionnement incorrect ou de deteriorations exterieures. Les deteriorations 
exterieures, telles que les rayures et les bosses, ne sont pas couvertes par la garantie. 
Tout comme n'importe quel dispositif electronique, un entretien et une maintenance 
adaptes sont necessaires a la preservation de I'integrite et du fonctionnement de 
I'appareil photo. Afin de preserver les performances de I'appareil photo, en cas d'impact 
important, demandez au centre de services agree Olympus le plus proche d'inspecter 
votre appareil photo. Si I'appareil photo est endommage suite a une negligence ou une 
utilisation inadaptee, la garantie ne couvrira pas les frais associes a I'entretien ou a la 
reparation de I'appareil photo. Pour plus d'informations au sujet de notre garantie, 
veuillez consulter le site Internet Olympus de votre pays. 
Veuillez respecter les consignes d'entretien suivantes lors de I'utilisation de votre 
appareil photo. 

Avant utilisation : 

• Verifiez que I'appareil photo ne contient pas de corps etrangers (salete, poussiere et 
sable inclus). 

• Veillez a fermer le couvercle de la carte/du compartiment de la batterie et le couvercle 
du connecteur. Chaque verrouillage doit emettre un "die". 

• N'ouvrez pas le couvercle de la carte/du compartiment de la batterie et le couvercle 
du connecteur avec des mains mouillees, sous I'eau ou dans un environnement 
humide ou poussiereux (a la plage, par exemple). 

Apres utilisation : 

• Veillez a essuyer I'eau ou les residus encore presents sur I'appareil photo apres 
utilisation de I'appareil photo sous I'eau. 

• Apres utilisation de I'appareil photo dans de I'eau de mer, plongez I'appareil photo 
dans un seau contenant de I'eau fraTche pendant environ 10 minutes (le couvercle de 
la carte/du compartiment de la batterie et le couvercle du connecteur doivent etre bien 
fermes). Faites ensuite secher I'appareil photo dans un lieu ombrage et bien aere. 

• II est possible que des gouttes d'eau apparaissent sur la surface interne du 
couvercle de la carte/du compartiment de la batterie ou du couvercle du 
connecteur lors de I'ouverture du couvercle. Si des gouttes d'eau sont visibles, 
veillez a les essuyer avant d'utiliser I'appareil photo. 

Remarques pour apres I'utilisation 

• Des corps etrangers peuvent adherer a la peripherie du couvercle de I'objectif apres 
avoir utilise I'appareil photo dans un environnement ou des corps etrangers comme 
de la salete, de la poussiere ou du sable sont presents ou lorsque le couvercle de 
I'objectif ne bouge pas regulierement. 

Si vous continuez a utiliser I'appareil photo dans ces conditions, cela peut endommager 
I'objectif ou le couvercle de I'objectif peut ne pas pouvoir etre retire, entratnant une panne. 
Pour eviter une telle panne, lavez I'appareil photo en utilisant la methode suivante. 
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© Inserez la batterie etfermez le couvercle de la 

carte/du compartiment de la batterie et le 

couvercle du connecteur. Chaque verrouillage 

doit emettre un "die". 
© Remplissez un seau d'eau fraTche, plongez 

I'appareil dans le seau avec la surface de I'objectif 

vers le bas et secouez bien I'appareil photo. 
© Appuyez plusieurs fois sur la touche POWER 

dans I'eau et ouvrez et refermez plusieurs fois 

le couvercle de I'objectif. 
© De plus, secouez encore I'appareil photo avec le couvercle ouvert. 
Suivez les etapes © a ©, puis verifiez que le couvercle de la lentille fonctionne 
correctement. 

Si le couvercle d'objectif ne bouge pas facilement, rincez la surface de I'objectif en le 
plagant directement sous le puissant jet d'eau d'un robinet et appuyez plusieurs fois sur 
la touche POWER. 

Stockage et entretien 

• Ne laissez pas I'appareil photo dans un environnement oil la temperature est elevee 
(40°C ou plus) ou faible (-10°C ou moins), faute de quoi I'appareil photo risque de ne 
plus etre etanche a I'eau. 

• N'utilisez pas de produits chimiques dans le cadre du nettoyage, contre I'apparition de 
la corrosion ou de la buee, lors des reparations, etc. Faute de quoi I'appareil photo 
risque de ne plus etre etanche a I'eau. 

• Ne laissez pas I'appareil photo trop longtemps dans I'eau, faute de quoi le 
bottier de I'appareil photo risque d'etre endommage et/ou I'appareil photo 
risque de ne plus etre etanche a I'eau. 

• Ne placez pas I'appareil photo directement sous un robinet ouvert. 

• Tout comme avec n'importe quel appareil utilise sous I'eau, afin de preserver 
I'etancheite a I'eau de I'appareil photo, nous vous recommandons de remplacer le kit 
d'etancheite a I'eau (et les joints) tous les ans. Pour connaitre les centres de services 
et des distributeurs Olympus auxquels vous pouvez vous adresser pour remplacer 
le kit d'etancheite a I'eau, consultez le site Internet Olympus de votre pays. 

Fermeture du couvercle de la carte/du compartiment de la batterie et du couvercle du connecteur 





Couvercle du 
connecteur 



Remarque : les accessoires inclus (par ex : le chargeur) n'offrent aucune resistance aux 
chocs ou a I'eau. 

*1 Comme indique par I'equipement de verification de la pression, conformement a la 
norme IEC, publication 529 IPX8. L'appareil photo peut ainsi etre utilise sous I'eau a 
la pression d'eau indiquee. 

*2 Cette fonction antichoc est confirmee par des verifications effectuees par Olympus 
conformement aux conditions detaillees dans la norme MIL-STD-810F, methode 516.5, 
procedure IV (essai d'impact de transit). Pour plus de details au sujet des verifications 
effectuees par Olympus, veuillez vous reporter au site Internet Olympus de votre pays. 
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A 



ATTENTION 



RISQUE DE DECHARGE 
ELECTRIQUE NE PAS OUVRIR 



A 



ATTENTION : POUR REDUIRE LE RISQUE DE DECHARGE ELECTRIQUE, NE 

RETIRER Nl LA PARTI E ANTERIEURE Nl POSTERIEURE DU BOiTIER. 
AUCUNE PIECE A L'INTERIEUR NE PEUT ETRE REPAREE PAR L'UTILISATEUR. 
SE REFERER A DU PERSONNEL DE DEPANNAGE QUALIFIE POUR UNE REPARATION. 



A 

A 
A 
A 



DANGER 



Le point a" exclamation a I'interieur d'un triangle vous alerte sur certains points 
importants concernant le maniement et I'entretien de I'appareil figurant dans la 
documentation fournie avec le produit. 

Si le produit est utilise sans respecter les informations donnees sous ce symbole, des 
blessures graves, voire mortelles pourraient en resulter. 



AVERTISSEMENT Si le produit est utilise sans respecter les informations donnees sous ce symbole, des 
blessures voire la mort pourraient en resulter. 



ATTENTION 



Si le produit est utilise sans observer les informations donnees sous ce symbole, des 
blessures, des dommages a I'appareil ou des pedes de donnees pourraient en resulter. 



AVERTISSEMENT ! 

POUR EVITER LES RISQUES D'INCENDIE OU DE DECHARGE ELECTRIQUE, NE JAMAIS DEMONTER, 
EXPOSER CE PRODUIT A L'EAU Nl LE FAIRE FONCTIONNER DANS UN ENVIRON NEMENT TRES HUMIDE. 



c 



Precautions generale 



Lire toutes les instructions — Avant d'utiliser I'appareil, lire toutes les 

instructions de fonctionnement. Sauvegarder tous les manuels et la 

documentation pour s'y referer ulterieurement. 
Nettoyage — Toujours debrancher ce produit de la prise de courant avant nettoyage. 

N'utiliser qu'un chiffon humide pour le nettoyage. Ne jamais utiliser de produits de 

nettoyage liquides ou aerosols, ni de solvants organiques pour nettoyer ce produit. 
Accessoires — Pour votre securite, et pour eviter d'endommager le produit, 

n'utiliser que des accessoires recommandes par Olympus. 
Eau et humidite — Pour les precautions sur des produits avec une conception 

impermeable, lire les sections impermeabilisation. 
Emplacement — Pour eviter d'endommager I'appareil, monter le produit 

solidement sur un trepied ou un sabot stable. 
Alimentation — Ne raccorder ce produit qu'a la source d'alimentation decrite sur 

I'etiquette du produit. 
Foudre — Si un orage eclate pendant I'utilisation d'un adaptateur secteur, le 

debrancher immediatement de la prise de courant. 
Entree d'objets — Pour eviter des blessures, ne jamais introduire d'objet 

metallique dans le produit. 
Chaleur — Ne jamais utiliser ni ranger ce produit pres d'une source de chaleur 

telle qu'un radiateur, un accumulateur de chaleur, ou tout type d'appareil qui 

genere de la chaleur, comprenant les amplificateurs. 
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aniement de I'appareil 



A AVERTISSEMENT 

0 Ne pas utiliser I'appareil a proximite de gaz inflammables ou 
explosifs. 

0 Ne pas utiliser le flash ou la LED de tres pres sur des personnes 
(bebes, jeunes enfants, etc.). 

• Vous devez etre au moins a 1 m des visages de vos sujets. Declencher le flash 
trap pres des yeux du sujet pourrait causer une perte momentanee de la vision. 

0 Ne pas laisser I'appareil a la portee des enfants. 

• Toujours utiliser et ranger I'appareil hors de la portee des jeunes enfants et des 
bebes pour empecher les situations dangereuses suivantes qui pourraient 
causer des blessures graves : 

• S'enrouler dans la courroie de I'appareil, causant la strangulation. 

• Avaler accidentellement la batterie, des cartes ou d'autres petites pieces. 

• Declencher accidentellement le flash dans leurs yeux ou ceux d'un autre enfant. 

• Se blesser accidentellement par des parties en mouvement de I'appareil. 
0 Ne pas regarder le soleil ni de la lumiere puissante avec I'appareil. 
0 Ne pas utiliser ni ranger I'appareil dans des endroits poussiereux ou 

humides. 

0 Ne pas couvrir le flash avec une main pendant le declenchement. 
A ATTENTION 

0 Arreter immediatement d'utiliser I'appareil si vous remarquez une 
odeur, un bruit anormal ou de la fumee provenant de I'appareil. 

• Ne jamais retirer les batteries les mains nues, ce qui pourrait vous bruler les mains. 
0 Ne pas laisser I'appareil dans des endroits ou il pourrait etre soumis 

a des temperatures tres elevees. 

• Ceci pourrait causer une deterioration de certaines pieces et, dans certaines 
circonstances, I'appareil pourrait prendre feu. Ne pas utiliser le chargeur ni un 
adaptateur secteur s'il est couvert (par exemple par une couverture). Ce qui 
pourrait causer une surchauffe, debouchant sur un incendie. 

0 Manipuler I'appareil soigneusement afin d'eviter une brulure a 
basse temperature. 

• Lorsque I'appareil contient des parties metalliques, une surchauffe peut deboucher 
sur une brulure a basse temperature. Faire attention aux points suivants : 

• Utilise pendant une longue duree, I'appareil devient chaud. Si vous tenez 
I'appareil dans ces conditions, une brulure a basse temperature risque de se 
produire. 

• Dans des endroits sujets a des temperatures tres froides, la temperature du 
corps de I'appareil peut etre plus basse que la temperature ambiante. Si 
possible, mettre des gants en tenant I'appareil a des temperatures basses. 

0 Faire attention avec la courroie. 

• Faire attention avec la courroie en portant I'appareil. Elle peut facilement 
s'accrocher a des objets sur le passage et causer des dommages serieux. 

0 Ne pas toucher les parties metalliques de I'appareil photo lorsqu'il 
fait froid. 

• Votre peau peut etre blessee. A de faibles temperatures, tenez I'appareil photo 
avec des gants. 
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Precautions de manipulation de la batterie 



Veuillez suivre ces consignes importantes pour eviter le coulage du liquide 
de la batterie, une generation de chaleur, des brulures, une explosion, ou 
de causer des decharges electriques ou brulures. 



A DANGER 

• L'appareil photo utilise une batterie lithium ion specifiee par Olympus. Chargez 
la batterie avec le chargeur specifie. N'utilisez aucun autre chargeur. 

• Ne jamais chauffer ni mettre au feu la batterie. 

• Prendre des precautions en transportant ou rangeant la batterie pour eviter 
qu'elle vienne en contact avec des objets metalliques comme des bijoux, des 
epingles a cheveux, des agrafes, etc. 

• Ne jamais ranger la batterie dans un lieu ou elle serait exposee en plein soleil, 
ou sujette a des temperatures elevees dans un vehicule chaud, pres d'une 
source de chaleur, etc. 

• Pour eviter de causer des coulages de liquide de la batterie ou d'endommager ses 
bornes, respecter scrupuleusement toutes les instructions concernant I'usage de 
la batterie. Ne jamais tenter de demonter la batterie ni la modifier, en soudant, etc. 

• Si du liquide de la batterie entrait dans vos yeux, les laver immediatement avec 
de I'eau claire et froide du robinet et consulter immediatement un medecin. 

• Toujours ranger la batterie hors de la portee des jeunes enfants. Si un enfant 
avale accidentellement une batterie, consulter immediatement un medecin. 

A AVERTISSEMENT 

• Maintenir a tout moment la batterie au sec. 

• Pour eviter un coulage du liquide de la batterie, une generation de chaleur ou 
de causer un incendie ou une explosion, n'utiliser que la batterie recommandee 
pour I'usage avec ce produit. 

• Introduire soigneusement la batterie comme decrit dans les instructions de 
fonctionnement. 

• Si les batteries rechargeables n'ont pas ete rechargees au bout de la duree 
specifiee, arreter de les charger et ne pas les utiliser. 

• Ne pas utiliser une batterie si elle est endommagee ou cassee. 

• Si la batterie coule, devient decoloree ou deformee, ou devient anormale sous 
d'autres aspects pendant le fonctionnement, arreter d'utiliser l'appareil. 

• Si du liquide de la batterie coule sur vos vetements ou sur votre peau, retirer le 
vetement et laver immediatement la zone affectee avec de I'eau claire et froide 
du robinet. Si le liquide vous brule la peau, consulter immediatement un medecin. 

• Ne jamais soumettre la batterie a des chocs violents ni a des vibrations continues. 

A ATTENTION 

• Avant sa mise en place, toujours controler soigneusement la batterie pour des 
coulages, decoloration, gauchissement ou toutes autres anormalites. 

• La batterie peut devenir chaude pendant une utilisation prolongee. Pour eviter des 
brulures mineures, ne pas la retirer immediatement apres avoir utilise l'appareil. 

• Toujours retirer la batterie de l'appareil avant de le ranger pour une longue duree. 
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Pour les utilisateurs en Europe 

La marque "CE" indique que ce produit est conforme aux normes europeennes 
en matiere de securite, de sante, d'environnement et de protection du 
consommateur. Les appareils photo marques "CE" sont prevus pour la vente 
en Europe. 

Le symbole [poubelle sur roue barree d'une croix WEEE annexe IV] indique 
une collecte separee des dechets d'equipements electriques et electroniques 
dans les pays de I'UE. 

Veuillez ne pas jeter I'equipement dans les ordures domestiques. 
A utiliser pour la mise en rebut de ces types d'equipements conformement aux 
systemes de traitement et de collecte disponibles dans votre pays. 

Precaution sur l'utilisation de la batterie et du chargeur de batterie 

II est vivement recommande de n'utiliser que la batterie et le chargeur de batterie 
specifiques, qui sont disponibles comme accessoires d'origine Olympus, avec cet 
appareil photo. 

L'utilisation d'une batterie et /ou d'un chargeur de batterie qui ne sont pas d'origine 
risque de provoquer un incendie ou des blessures a cause d'un coulage de liquide, 
d'une surchauffe, d'une combustion ou d'un endommagement de la batterie. 
Olympus n'assume aucune responsabilite pour les accidents et dommages a 
cause de l'utilisation d'une batterie et/ou d'un chargeur de batterie autres que les 
accessoires d'origine Olympus. 

Marques deposees 

• IBM est une marque deposee de la societe International Business Machines 
Corporation. 

• Microsoft et Windows sont des marques deposees de la societe Microsoft 
Corporation. 

• Macintosh est une marque de Apple Inc. 

• xD-Picture Card™ est une marque deposee. 

• Tous les autres noms de societes et appellations de produits sont des marques, 
deposees ou non, des proprietaires respectifs. 

• Les normes pour les systemes de fichiers d'appareil photo indiquees dans ce 
manuel sont les normes "Design Rule for Camera File System/DCF" stipulees 
par I'association JEITA (Japan Electronics and Information Technology 
Industries Association). 
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Conditions d'obtention de la garantie 

1 . Si le produit s'avere defectueux malgre une manipulation correcte (conforme aux instructions du mode 
d'emploi fourni) dans un delai de deux ans a partir de la date d'achat aupres d'un distributeur Olympus 
agree, ce produit sera repare ou remplace au choix de Olympus gratuitement au sein du secteur 
d'activite de Olympus Imaging Europa GmbH indique sur le site Internet http://www.olympus.com. Pour 
toute demande de reparation sous garantie, le client doit apporter le produit et la presente carte de 
garantie avant la fin de la periode de deux ans de garantie au revendeur auquel il a achete le produit 
ou a tout autre centre de service apres-vente agree Olympus dans le secteur d'activite de Olympus 
Imaging Europa GmbH indique sur le site Internet http://www.olympus.com. Le client peut retourner le 
produit a n'importe quel centre de service apres-vente Olympus agree pendant une periode d'un an a 
partir de la date d'achat, en cas de reparations, conformement a la garantie internationale. Veuillez 
noter que de tels centres de service apres-vente Olympus n'existent pas dans certains pays. 

2. Le client est responsable des risques du transport du produit chez un distributeur Olympus ou dans 
un centre de service apres-vente Olympus, tous les frais de transport sont a sa charge. 

3. Pendant la periode de garantie, les frais engendres par des reparations sont a la charge du client 
dans les cas ci-dessous : 

(a) tout dommage resultant d'une manipulation non conforme (contraire aux instructions du mode 
d'emploi) ; 

(b) tout dommage resultant d'une reparation, d'une modification, d'un nettoyage, etc., non 
effectues par un centre de service apres-vente Olympus ; 

(c) tout dommage cause par un transport non conforme, une chute, un choc, etc. apres achat du produit ; 

(d) tout defaut ou dommage resultant d'un incendie, tremblement de terre, inondation, intemperies 
et autres catastrophes naturelles, pollution, alimentation electrique non conforme ; 

(e) tout dommage resultant d'un stockage non conforme ou negligent (temperatures excessives, 
humidite excessive, proximite d'insecticides tels que naphtaline ou produits chimiques nocifs, 
etc.) ou d'un entretien non conforme ; 

(f) tout dommage resultant de piles usagees, etc. ; 

(g) tout dommage cause par I'intrusion de sable, boue, etc. a I'interieur de I'appareil ; 

(h) non-presentation de la presente garantie pour la reparation ; 

(i) modifications faites sur la presente carte de garantie concernant I'annee, le mois et le jour de 
I'achat, les noms du client et du revendeur, le numero, de serie, etc. ; 

(j) non-presentation d'un justificatif d'achat (ticket de caisse) en meme temps que la presente garantie ; 

4. Cette garantie concerne uniquement le produit lui-meme. Elle ne couvre pas les autres pieces 
telles que sac de transport, bandouliere, couvercle d'objectif, piles, etc. 

5. La seule obligation de Olympus dans le cadre de la presente garantie se limite a la reparation ou au 
remplacement du produit. Toute responsabilite pour perte ou dommage indirect ou accessoire de 
quelque nature que ce soit supporte par le client a cause d'un defaut du produit est exclue, 
notamment en cas de perte ou dommage cause a des objectifs, films, autres materiels ou accessoires 
utilises avec le produit ou de perte financiere quelconque resultant d'un retard en reparation ou de la 
perte de donnees. La presente disposition ne deroge pas a la legislation contraignante en vigueur. 

Remarques sur I'etablissement de la carte de garantie 

1 . Cette garantie ne sera valide que si la carte de garantie est dument completee par Olympus ou un 
revendeur agree ou si d'autres documents contiennent une justification suffisante. Par 
consequent, veuillez vous assurer que votre nom, le nom du revendeur, le numero de serie et la 
date d'achat (annee, mois, jour) figurent integralement et lisiblement sur la carte de garantie et que 
le contrat d'achat original ou le justificatif d'achat (indiquant le nom et I'adresse du revendeur, la 
date d'achat et la designation du produit) est joint a la presente garantie. Olympus se reserve le 
droit de refuser une prestation de service apres-vente gratuite si les informations portees sur la 
carte de garantie sont incompletes ou illisibles ou si les documents mentionnes precedemment ne 
sont pas joints ou si les informations qu'ils contiennent sont incompletes ou illisibles. 

2. Cette carte de garantie ne sera pas remplacee, aussi conservez-la avec le plus grand soin. 

* Veuillez vous reporter au site Web http://www.olympus.com pour connaltre la liste du reseau 

international des centres de services autorises Olympus. 
Restrictions relatives a la garantie 

Olympus ne fait aucune declaration, ne delivre aucune assurance ou garantie, expresse ou implicite, 
pour ou relative au contenu de la presente documentation ecrite ou du logiciel, et ne pourra en aucun 
cas etre tenu pour responsable de toute autre garantie implicite de commercialisation ou d'adaptation 
a des fins particulieres, ou pour les dommages encourus, qu'ils soient directs, imprevus ou indirects 
(notamment non limites aux dommages dus a une perte financiere, une interruption d'activite ou la 
perte de donnees professionnelles) suite a I'utilisation ou la restriction ou impossibility d'utilisation de 
la documentation ecrite ou du logiciel. Certains pays n'autorisent pas I'exclusion ni la limitation de la 
responsabilite de tels dommages, les restrictions precedemment citees peuvent done eventuellement 
ne pas s'appliquer a vous-meme. 
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• Antes de utilizar la camara, lea con atencion este manual para asegurarse de 
su uso correcto. 

• Antes de tomar fotografias importantes, le recomendamos que realice varias 
tomas de prueba para familiarizarse con el uso de su camara. 

• Le rogamos observe todas las precauciones de seguridad que figuran al final 
de este manual. 

• Las ilustraciones de las pantallas y de la camara que aparecen en este manual 
fueron hechas durante el proceso de desarrollo y pueden diferir del producto 
real. 
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Reuna estos componentes (contenido de la caja) 




Camara digital Cornea LI-50B 

Bateria de iones de litio 




Cargadordebatena Cable USB Cable AV CD-ROM de software 

LI-50C OLYMPUS Master 2 

Elementos no mostrados: Manual Avanzado (CD-ROM), Manual Basico {este manual), 
tarjeta de garantia. Los contenidos pueden variar dependiendo del lugar de compra. 




• Tire de la correa para que quede apretada y no se suelte. 
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Prepare la camara 



a. Cargue la bateria. 
|] Nota 

# Hay dos tipos de cargador de bateria LI-50C, uno es el "tipo de cable CA" y el 
otro es el "tipo de complemento". En funcion de la region donde compre la 
camara, se utilizara uno u otro tipo de adaptador. Explicamos como utilizar el 
cargador de bateria de tipo cable CA, a modo de ejemplo. Si ha recibido el 
cargador de bateria de tipo de complemento, insertelo directamente en una 
salida de CA. 



Bateria de iones 
de litio 

Cable de corriente 




Indicador de carga 



Luz encendida: Cargando 
Apagada: Carga completa 
(Tiempo de carga: Aprox. 2 horas) 



# La bateria viene cargada parcialmente. 

b. Inserte la bateria y una tarjeta xD-Picture Card (opcional) en la 
camara. 
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Prepare la camara 




# Introduzca la bateria en la 
orlentaclon que se muestra 
en la ilustracion. 

Si ha introducido la bateria al reves, 
la camara no se encendera incluso 
si se pulsa el boton POWER. 



Boton de bloqueo de la bateria 
Para extraer la bateria, deslice el boton 
de bloqueo en la direccion de la flecha. 



Area de contacto 




Orlente la tarjeta tal como se 
muestra en la ilustracion e insertela 
recta en la ranura de la tarjeta. 

Inserte la tarjeta hasta que quede encajada. 



Para extraer la tarjeta, empujela hasta el fondo y 
sueltela despacio. A continuacion, sujete la 
tarjeta y extraigala. 




# Con esta camara se pueden tomar fotografias incluso sin utilizar una tarjeta 
opcional xD-Picture Card™ (en adelante, "la tarjeta"). Si no inserta una tarjeta 
xD-Picture Card, las fotografias se guardaran en la memoria interna. 
Para obtener informacion sobre la tarjeta, consulte el Manual Avanzado. 
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Encienda la camara 



Aqui se explica como encender la camara en el modo de fotografia. 
a. Situa el disco de modo en MUM . 

Al tomar fotografias (modo de fotografi'a) 



Al grabar videos (modo de fotografi'a) 




Al reproducir imageries 
(modo de reproduction) 



Modos de toma de fotografias 



Esta funcion le permite tomar fotografias con los ajustes automaticos de 
la camara. 

La camara ajusta automaticamente el valor de abertura y la velocidad de 
obturacion optimos. 

(fcfll) Esta funcion reduce la posibilidad de que las fotografias salgan borrosas 

debido al movimiento del sujeto o de la camara. 

SCN Esta funcion permite tomar fotografias mediante la seleccion de una 

escena en funcion de las condiciones. 



GUIDE 



Esta funcion le permite ajustar las opciones siguiendo la guia de disparo 
que aparece en pantalla. 



b. Presione el boton POWER. 



Boton POWER 




® 

AMD HORA 



EE 



-->- A/M/D 



CANCELS 



Si aun no se han ajustado la 
fecha y la hora, aparecera esta 
pantalla. 



# Para apagar la camara, vuelva a presionar el boton POWER. 



Consejo 



Las direcciones de las teclas de control (Z^7<3^) se indican 
con /N\7<X> en este manual. 
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Ajuste la fecha y la hora 



III II IIORA 



A-M-D (Ano-Mes-Dia) 

Hora 
Minutos 

Formatos de fecha (A-M-D, M-D-A, D-M-A) 



I 

Cancela un ajuste. 

a. Presione el boton ^>|2 y el boton ^70 para seleccionar [A]. 

• Los dos primeros di'gitos del ano son fijos. 



Boton AH 




Boton 'v'tj) 

b. Presione el boton 



AMD HORA 



CANCEL»H 




c. Presione el boton <£^|2 y el boton 'v'ci) 
para seleccionar [M]. 



d. Presione el boton [> 



AMD HORA 



CANCEL»H 
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Ajuste la fecha y la hora 



e. Presione el boton <£^|2 y el boton ^70 
para seleccionar [D]. 



f. Presione el boton [>^. 

g. Presione el boton y el boton < \7<^> 
para seleccionar las horas y los 
minutos. 

• La hora se muestra en el formato de 24 horas. 



h. Presione el boton [> 

i. Presione el boton <£^|2 y el boton 'v'ci) 
para seleccionar [A/M/D]. 



© 



AMD HORA 



2008.08.^3 -->- A/M/D 



CANCEL.*!! 



© 


AMD 


HORA 






2008 . 08 . 26 


12:^» a/m/d I 






CANCEL>ra 


ACEPT>[5k] 





& m m 


HORA 






2008 . 08 . 26 


12:30 4EWi',M»l 






CANCEL.»S 


ACEPT>lOKl 



Una vez ajustadas las opciones, presione el boton @. 

• Para un ajuste horario preciso, presione el boton @ cuando la senal horaria alcance los 
00 segundos. 




En la pantalla se muestra 
el numero de fotografTas 
almacenables. 
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Seleccionar un idioma 



a. Presione el boton MENU para ver el menu superior. 




b. Presione el boton [>4 para seleccionar [CONFIGURAC] y 
presione el boton @. 



[CONFIGURAC] 




■D -> 

SALIR»«iH ACEPT,»[OKl 



c. Presione el boton <£b>|Jj| y el boton ^70 para seleccionar [fc£=)] 
y presione el boton @. 



Boton Ag 




Boton ^70 



CONFIGURAC. 


1] 


FORMATEAR 




2 


BACKUP 




3 




| ESPANOL 




4 


PW ON SETUP 






MENU COLOR 


I NORMAL 




SALIR»SbS 


ACEPT>[OK] 



d. Para seleccionar un idioma, pulse las 
teclas de control y a continuation 
presione el boton @. 



ENGLISH B*H 


FRANCAIS 




DEI iTcrH 




OB 




ITALIAINU 


n l_ ay 



ATRAS»BSH ACEPT,»[OK] 



65 



Tome una fotografi'a 



a. Sujete la camara. 

Sujecion horizontal 



Sujecion vertical 






b. Enfoque. 





La marca de objetivo de enfoque automatico (AF) 
en verde cuando el enfoque y la exposicion estan 
bloqueados. Aparecen el valor de abertura y la 
velocidad de obturacion. 
Si la marca de objetivo de enfoque automatico 
(AF) parpadea en rojo, la camara no podra 
enfocar. Intente bloquearel enfoque nuevamente. 



Marca de objetivo de 
enfoque automatico (AF) 
Sitiie esta marca sobre el 
sujeto. 



c. Dispare. 




El piloto de control de 
la tarjeta parpadea. 
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Ver fotografias 



a. Sitiie el disco de modo en H- 




( ) 

a. Presione el boton <]JJ y el boton [>£ para ver la fotografias que 
desea borrar. 

b. Presione el boton fi'V^. 




c. Presione el boton para seleccionar [SI] y el boton @ para 
borrar la fotografias. 
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Funcionamiento basico 




O Boton <]& (modo macro) 

Utilice el modo macro, supermacro o LED S-macro a la hora de fotografiar sujetos 
en primer piano, como una flor. 
0 Boton /\[jg (compensacion de la exposicion) 

Utilice este ajuste para sobreexponer (+) o subexponer (-) una fotografia. Utilice 
las teclas de control para seleccionar el cuadro con los ajustes que desee y 
presione (§). 

0 Boton 0£ (modo de flash) 

Seleccione uno de los 4 modos de flash: Flash automatico, Flash con reduccion de 

ojos rojos, Flash de relleno o Flash desactivado. 
O Boton ^70 (dlsparador automatico) 

Seleccione el disparador automatico para retardar el disparo aproximadamente 

12 segundos desde que se presiona el boton disparador. 
0 Boton @ (OK/FUNC) 

Muestra el menu de funciones y ajusta las funciones que se utilizan a menudo en 

modo de fotografia. 

Tambien permite confirmar y ajustar la selection de los elementos de menu. 
0 Boton MENU (MENU) 

Presione este boton para abrir el menu superior. 
O Boton B/,0, 

Presione H en modo de fotografia para cambiar a modo de reproduction y 
mostrar la ultima fotografia tomada. 
© Boton 

Presione i? ; en modo de fotografia para encender o apagar Shadow Adjustment 
Technology (tecnologia de ajuste de sombra). Esta funcion hace que la cara del 
sujeto aparezca mas clara incluso a contraluz. 

Mantenga presionado fp'/'jj? en el modo de fotografiado para mostrar la gui'a que 
indica la ubicacion de los botones. 

0 Boton DISP./©/ 

Presione DISP./©/ << varias veces para ver el histograma y las h'neas de guia de 
composition. Seleccione un elemento del menu y presione DISP.©/~<i para ver 
una explication de su funcion. 
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( ^^HflffffliFH ^ 



Esta funcion permite cambiar el modo SCN (escena) de acuerdo con el sujeto. 
O Situe el disco de modo en SCN 

0 Presione ^S\7 para seleccionar un modo de escena y presione @. 




modo 



Modos de fotografia SCN (escena) 



• RETRATO 


AUTO - RETRATO 


FOT. & SELEC.1 


• PAISAJE 


RETR.LUZ DISPONIBLE- 


FOT. & SELEC.2 


• PAIS.+RETR. 


PUESTA SOL 


PLAYAY NIEVE 


• ESC.NOCT. 


FUEG.ARTIF. 


VIDEO PRE-CAPTURA 


• NOCHE+RETRATO • 


COCINA 


instantAnea submarina 


• DEPORTE 


VITRINA 


subacuAtico AMPLIO.1 


• INTERIORES 


DOCUMENTOS 


subacuAtico AMPLIO.2 


• VELAS 


SUBASTA 


subacuAtico macro 



( ) 

& Este modo le permite fotografiar a una distancia de 1 0 cm (cuando el zoom esta 
ajustado en angulo de alejamiento) y de 30 cm (cuando el zoom esta ajustado 
en angulo de acercamiento) respecto al sujeto. 

sHi Utilice este modo para fotografiar a una distancia de 2 cm del sujeto. En el modo 
sH, la posicion del objetivo zoom esta fija. Si la distancia entre la camara y el 
sujeto es superior a 50 cm, la fotografia resultara desenfocada. 

stf El LED ilumina de 7 cm a 20 cm del objetivo en modo supermacro. Presione el 
boton disparador hasta la mitad de su recorrido para encender el LED. 

O Presione 

0 Presione <Q [> para seleccionar [JUL ls%\ 0 [stf ] y presione @. 
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O Presione V0. 

0 Presione <£^7 para seleccionar [ON] y presione @. 

© Presione el boton disparador hasta el final de su 
recorrido para tomar la fotografia. 

• El LED del disparador automatico se ilumina durante unos 
10 segundos despues de haber presionado el boton 
disparador y luego empieza a parpadear. Tras parpadear 
durante unos 2 segundos, se toma la fotografia. 

O Presione 

0 Presione <] [> para seleccionar un modo de flash y presione @. 

© Presione el boton disparador hasta la mitad de su recorrido. 

• Cuando se dispara el flash, se ilumina la marca £ 

© Presione el boton disparador hasta el final de su recorrido para tomar la 
fotografia. 



Icono 


Modo de flash 


Descripcion 


AUTO 


Flash automatico 


El flash se dispara automaticamente en condiciones 
de baja iluminacion o de contraluz. 


<§> 


Flash con reduccion 
de ojos rojos 


El modo de flash con reduccion de ojos rojos reduce 
considerablemente este fenomeno emitiendo 
predestellos antes de dispararse el flash normal. 




Flash de relleno 


El flash se dispara independientemente de la luz 
disponible. 


© 


Flash desactivado 


El flash no se dispara. 



Funcion de ahorro de energi'a 



• Para ahorrar energia de la bateria, la camara pasa automaticamente al modo 
de reposo y deja de funcionar si no se utiliza durante 3 minutos en modo de 
fotografia. Presione el boton disparador o el boton de zoom para reactivar la 
camara. 

• Si la camara no se acciona durante 15 minutos despues de que haya pasado 
al modo de reposo, la camara se apaga automaticamente. Para volver a 
utilizarla, vuelva a encenderla. 



LED del disparador 
automatico 
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Menus y ajustes 



( SHTTffllHM ^ 

O Presione MENU para abrir el menu superior. 




Menu superior del modo de fotografia 



0 Utilice las teclas de control (<£^7<X>) para seleccionar elementos de menu 
y presione @ para ajustarlos. 

■ CALIDAD IMAGEN 

Ajuste la calidad de imagen de la fotografia que vaya a tomar en funcion del uso que desee darle. 

■ RESTAURAR 

Devuelve las funciones de fotografia modificadas a los ajustes predeterminados. 

■ MENU CAMARA 

Ajusta varias opciones de fotografia. 

■ CONFIGURAC. 

Ajusta la fecha, la hora, el idioma, el sonido de funcionamiento, etc. 

■ PANORAMA 

Toma y combinacion de fotografias panoramicas. Para tomar fotografias 
panoramicas hace falta una tarjeta Olympus xD-Picture Card. 

■ SCN (escena) 

Selecciona la escena en funcion del sujeto y de las condiciones fotograficas 
cuando se selecciona el modo SCN 

■ MODOSILENC. 

Desactiva los sonidos operativos que se producen al fotografiar y reproducir, 
los sonidos de advertencia, los sonidos del boton disparador, etc. 



Borrar todas las fotogorafia 



ZD 



En el menu superior del modo de reproduction, 
seleccione [BORRAR] -> [BORRAR TODO] y 
presione @. 

Seleccione [SI] y presione @. 
• Se eliminaran todas las fotografias. 



iORRAK TODC 


1 (JNJ 


APRECAPC. BOSW. TODO 


Qsi 


P 


■ NO 


ATRAS»S£S 


ACEPT.»[OKl 
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Conexion de la camara 



Utilice el cable AV suministrado con la camara para reproducir en el televisor las 
imagenes grabadas. Se pueden reproducir tanto fotografias como videos. 
O Asegurese de que el televisor y la camara esten apagados. Conecte el 

multiconector de la camara al terminal de entrada de video del televisor 

mediante el cable AV. 




Conectelo a los terminales 
de entrada de vfdeo 
(amarillo) y de entrada de 
audio (bianco) del televisor. 



Tapa del conector Cable AV (suministrado) 



0 Encienda el televisor y pongalo en modo de entrada de video. 

• Para mas informacion sobre como cambiar a entrada de video, consulte el manual de 
instrucciones del televisor. 

© Situe el disco de modo en (3 y presione el boton POWER para encender la 
camara. 

• En el televisor aparecera la ultima fotografi'a tomada. Utilice las teclas de control para 
seleccionar la fotografla que desea visualizar. 
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Con el cable USB suministrado se puede conectar la camara directamente a una 
impresora compatible con PictBridge para imprimir fotografias. 
O En el modo de reproduccion, localice en el monitor la fotografia que desea 
imprimir. 

0 Conecte un extremo del cable USB suministrado en el multiconector de la 
camara y el otro extremo en el conector USB de la impresora. 




Tapa del conector Cable USB 



© Presione B/fl. 

• Se inicia la impresion. 

• Cuando haya terminado de imprimir, desconecte el 
cable USB de la camara con la pantalla de seleccion 
de fotografias en el monitor. 
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Transferencia de imageries 



a. Instale el software. 



O Inserte el OLYMPUS Master 2 
CD-ROM. 

© Windows: Haga die en el boton 
"OLYMPUS Master 2". 
Macintosh: Haga doble die en el 
icono "Setup". 

© Siga simplemente las instrucciones 
en pantalla. 




b. Conecte la camara al ordenador. 

O Conede la camara y el ordenador con el cable USB (incluido). 
• El monitor se enciende de automaticamente. 



Multiconector 




Tapa del conector Cable USB 

© Seleccione [PC] en el monitor y presione 



• El PC reconocera la camara como unidad de 
almacenamiento extrai'ble. 
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c. Transfiera las imageries al ordenador. 



o 

G 



Con la camara conectada, 
OLYMPUS Master. 



abra 



Haga die en "Transferir 
imagenes" en la ventana de 
examinar y haga die en "De 
camara" ^ . 

Siga simplemente las 
instrucciones en pantalla. 



Boton "Transferir imagenes" 
I 



miHiisi 

MMIIII 



Es 



Consejos 



• Para obtener informacion mas detallada acerca de la configuracion y el uso de 
la camara, consulte el "Manual Avanzado" de la camara que se encuentra en 
el CD-ROM. 

• Para obtener asistencia adicional, consulte el archivo "Ayuda" en el software 
OLYMPUS Master. 
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Software OLYMPUS Master 



Software OLYMPUS Master: Utilice este software para 
descargarfotografias de la camara, para ver, organizar, retocar, 
enviar por correo electronico e imprimir sus fotografias y videos 
digitales, jy mucho mas! 




# Requisites del sistema 



so 


Windows 2000 Professional/XP/Vista o Mac OS X (v10.3 o posterior) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo a 
1 ,5 GHz o superior 


RAM 


256 MB o mas 


Disco duro 


500 MB o mas de espacio libre 


Conexion 


Puerto USB o puerto IEEE 1394 


Monitor 


Resolution de 1 .024 x 768 pixeles o mas con un mi'nimo de 65.536 
colores (Windows), 32.000 colores (Macintosh) (se recomienda 
16.770.000 de colores o mas) 


Otros 


Internet Explorer 6 o posterior (Windows), Safari 1 .0 o posterior, 
QuickTime 6 o posterior (Macintosh) 



Para obtener la informacion de asistencia mas actualizada, visite el sitio Web de 
Olympus (http://www.olympus.com/) 




Registro del usuario 



Registre su camara cuando instale OLYMPUS Master para activar su 
garantia, recibir avisos de actualizaciones del software y del firmware de 
la camara, y mucho mas. 
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Especificaciones 



ICamara 



Tipo de producto 
Sistema de grabacion 
Fotografi'as 

Estandares aplicables 

Sonido con fotografi'as 
Videos 
Memoria 

Num. de fotografi'as : 
(cuando esta completamente 
cargada) 

Num. de pi'xeles efectivos 
Dispositivo de captura de 
imagen 

Objetivo : 

Sistema fotometrico 
Velocidad de obturacion 
Alcance de fotografia 



Monitor 

Tiempo de carga del flash 

Conectores exteriores 
Sistema de calendario 
automatico 
Resistencia al agua 
Tipo 

Significado 
Resistencia al polvo 

Entorno de funcionamiento 

Temperatura 

Humedad 
Fuente de alimentacion 

Dimensiones 

Peso 



Camara digital (para fotografia y reproduccion) 

Grabacion digital, JPEG (segun la norma Design rule for Camera File 
system (DCF)) 

Exif 2.2, Formato de reserva de impresion digital (DPOF), 
PRINT Image Matching III, PictBridge 
Formato WAVE 
AVI Motion JPEG 
Memoria interna 

xD-Picture Card de 16 MB a 2 GB (TypeH/M, Standard) 
Aprox. 260 

(basado en las normas de medicion de vida util de las baten'as de la 
CI PA) 

10.100.000 pixeles 

CCD de 1/2,33" (filtro de colores primarios), 10.700.000 pixeles 
(brutos) 

Objetivo Olympus de 5,0 a 18,2 mm, f3,5 a 5,1 

(equivalente a 28 a 102 mm en una camara de 35 mm) 

Medicion ESP digital, sistema de medicion por puntos 

4 a 1/1000 seg. 

0,5 m a oo (W/T) (normal) 

0,1 maoo (W), 0,3 m a oo (T) (modo macro) 

0,02 m a 0,5 m (solo W) (modo supermacro) 

0,07 m a 0,2 m (solo W) (modo LED S-macro) 

Pantalla LCD TFT en color de 2,7", 230.000 puntos 

Aprox. 3,5 seg. (para descarga completa del flash a temperatura 

ambiente usando una baten'a nueva completamente cargada) 

Multiconector (jack DC-IN, conector USB, toma A/V OUT) 

2000 hasta 2099 



Equivalente a la norma IEC529 IPX8 (bajolascondicionesdeensayo 
de OLYMPUS), disponible a 10 m de profundidad 
Normalmente, la camara se puede utilizar bajo el agua a una presion 
especifica. 

Equivalente a la norma IEC 529 IP6X (bajo las condiciones de 
ensayo de OLYMPUS) 

-10°C a 40°C (funcionamiento)/ -20°C a 60°C (almacenamiento) 
30 % a 90 % (funcionamiento)/ 10 % a 90 % (almacenamiento) 
Una bateria de iones de litio Olympus (LI-50B) o un adaptador de CA 
Olympus 

93,2 mm (anchura) * 61 ,4 mm (altura) * 21 ,3 mm (prof.) 

(sin incluir los salientes) 

173 g (sin la baten'a ni la tarjeta) 



La funcion "Shadow Adjustment Technology" (tecnologi'a de ajuste de sombra) contiene 
tecnologias patentadas de Apical Limited. 



apical 
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) Baten'a de iones de litio (LI-50B) 



Tipo de producto 
N° de modelo 
Voltaje estandar 
Capacidad estandar 
Duracion de la baten'a 
Entorno de funcionamiento 
Temperatura 



Dimensiones 
Peso 



Bateria recargable de iones de litio 
LI-50BA/LI-50BB 
CC 3,7 V 
925 mAh 

Aprox. 300 recargas completas (varia segun el uso) 

0°C a 40°C (durante la carga)/ 
-10°C a 60°C (funcionamiento)/ 
-10°C a 35°C (almacenamiento) 
34,4 « 40,0 » 7,0 mm 
Aprox. 20 g 



(Cargador de baten'a (LI-50C) 



N° de modelo 
Alimentacion 
Salida 

Tiempo de carga 
Entorno de funcionamiento 

Temperatura 
Dimensiones 
Peso 



LI-50CAA/LI-50CAB/LI-50CBA/LI-50CBB 
CA de 1 00 a 240 V (50 a 60 Hz) 
CC 4,2 V, 700 mA 
Aprox. 2 horas 

0°C a 40°C (funcionamiento)/ -20°C a 60°C (almacenamiento) 
62,0 x 23,8 x 90,0 mm 
Aprox. 70 g 



#Utilizaci6n a bajas temperaturas 

El funcionamiento a baja temperatura de la tarjeta opcional xD-Picture Card y la baten'a de iones de 
litio esta garantizado hasta 0°C. Sin embargo, se han comprobado las siguientes funciones para su 
utilizacion con este producto en temperaturas de hasta -10°C. 

Olympus xD-Picture Card 





16 MB 


32 MB 


64 MB 


128 MB 


256 MB 


512 MB 


1 GB 


2 GB 


Standard 


✓ 






✓ 




✓ 






TypeM 










✓ 


✓ 


✓ 


✓ 


TypeH 










✓ 


✓ 


✓ 


✓ 



/ : Operacion confirmada 



Bateria de iones de litio Olympus 

LI-50B 

• El numero de fotograffas almacenables se reduce a bajas temperaturas. 



El diseno y las especificaciones estan sujetos a cambios sin previo aviso. 
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Precauciones de seguridad 



r 1 

Informacion Importante Acerca De Las Funciones 
De Impermeabilidad Y Resistencia A Los Golpes , 



Impermeabilidad: La funcion de impermeabilidad esta garantizada* 1 para 
profundidades de hasta 10 m durante un maximo de una hora. La funcion de 
impermeabilidad se podria ver afectada si se somete la camara a impactos excesivos. 
Resistencia a los golpes: La funcion de resistencia a los golpes garantiza* 2 el 
funcionamiento de la camara contra golpes accidentales producidos por el uso diario de 
la camara digital compacta. La funcion de resistencia a los golpes no garantiza 
incondicionalmente cualquier defecto de funcionamiento ni dano cosmetico. Los danos 
cosmeticos, tales como los rasgunos y las abolladuras, no estan cubiertos por la garantia. 
Como con cualquier dispositivo electranico, la camara debe ser tratada con cuidado 
para conservar su integridad y buen funcionamiento. Para mantener el rendimiento de 
la camara, si recibe algun impacto importante hagala revisar por un centra de servicio 
tecnico autorizado de Olympus. En caso de que la camara se estropee por uso 
negligente o incorrecto, la garantia no cubrira los costes derivados del servicio o 
reparation de la camara. Para obtener informacion adicional sobre nuestra garantia, 
visite el sitio web de Olympus de su zona geografica. 
Tome las siguientes precauciones con su camara. 

Antes de usarla: 

• Compruebe que en la camara no haya particulas extranas, tales como tierra, polvo o 
arena. 

• Asegiirese de cerrar la tapa del compartimiento de la bateria/tarjeta y la tapa del 
conector firmemente hasta que cada cierre haga die. 

• No abra la tapa del compartimiento de la bateria/tarjeta ni la tapa del conector con las 
manos mojadas, especialmente si esta bajo el agua o en un entorno humedo o 
polvoriento (por ejemplo, en la playa). 

Despues de usarla: 

• Limpie cualquier exceso de agua o restos despues de usar la camara bajo el agua. 

• Despues de usarla en el mar, sumerja la camara en un cubo con agua dulce 
durante unos 10 minutos (con la tapa del compartimiento de la bateria/tarjeta y 
la tapa del conector firmemente cerradas). Despues, seque la camara a la 
sombra en un lugar bien ventilado. 

• Al abrir la tapa del compartimiento de la bateria/tarjeta o la tapa del conector, 
podria encontrase gotas de agua en la superficie interior. 

Notas para despues de usarla 

• Despues de haber utilizado la camara en un ambiente con materias extranas como 
tierra, polvo o arena, o cuando la tapa del objetivo no se mueva suavemente, es posible 
que se haya adherido cualquier material extrano a la periferia de la tapa del objetivo. 
Si continuase utilizando tal camara, el objetivo podria danarse o es posible que la tapa 
no pudiera quitarse, causando un fallo. Para evitar tal fallo, lave la camara usando el 
siguiente metodo. 
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© Inserte la bateria y cierre la tapa del 
compartimiento de la baten'a/tarjeta y el 
conector firmemente hasta que cada cierre 
haga die. 

© Llene un cubo con agua dulce, sumerja la 
camara en el cubo con la superficie del 
objetivo hacia abajo, y agite enteramente la 
camara. 

© Presione el boton POWER varias veces en el agua y abra/cierre repetidamente la 

tapa del objetivo. 
© Ademas, agite mas la camara con la tapa abierta. 

Siga los pasos del © al © y, a continuation, compruebe si la lente se mueve con 
facilidad. 

Si la tapa del objetivo no se mueve con facilidad, coloque la cara del objetivo debajo de 
un chorro de agua a presion y pulse varias veces el boton POWER. 

Almacenamiento y mantenimiento 

• No deje la camara en ambientes a alta temperatura (40° C o mas) o a baja 
temperatura (-10° C o menos). Podn'a deteriorar la impermeabilidad de la camara. 

• No utilice qui'micos para limpiar, reparar, impedir la oxidation o el empanamiento de 
la camara, etc. Podn'a deteriorar la impermeabilidad de la camara. 

• No deje la camara sumergida en agua durante mucho tiempo. Podria deteriorar 
la apariencia o la impermeabilidad de la camara. 

• Por ultimo, no exponga la camara a chorros de agua del grifo. 

• A fin de conservar la impermeabilidad de la camara, como con cualquier carcasa 
submarina, se recomienda reemplazar anualmente la carcasa (y los sellos). 
Para ver una lista de los distribuidores Olympus en los que puede reemplazar 
la carcasa submarina, visite el sitio web Olympus de su zona geografica. 

Cierre de la tapa del compartimiento de la baten'a/tarjeta y la tapa del conector 





Nota: Los accesorios incluidos (por ejemplo, el cargador) no son impermeables ni 
resistentes a los golpes. 

*1 tal como lo determinan las pruebas de presion sobre segiin la norma IEC 529 IPX8 
- Esto quiere decir que una camara se puede sumergir a una presion de agua 
determinada. 

*2 Este rendimiento antigolpes esta confirmado por las condiciones de las pruebas 
Olympus con MIL-STD-810F, Metodo 516.5, Procedimiento IV (Transit Drop Test). 
Para conocer mas detalles sobre las condiciones de las pruebas Olympus, visite el 
sitio web Olympus de su zona geografica. 
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^lESG^^ESCARGA^ f\ \ 
/ I \ ELECTRICAS / i \ 



NO ABRIR 



PRECAUCION: PARA REDUCIR EL RIESGO DE DESCARGAS ELECTRICAS, NO 
RETIRE LA CUBIERTA (O PARTE TRASERA). EN EL INTERIOR NO HAY 
PIEZAS QUE EL USUARIO PUEDA REPARAR. 
REMITA LA REPARACION A PERSONAL DE SERVICIO ESPECIALIZADO DE 
OLYMPUS. 



A 

A 
A 
A 



El signo de admiracibn dentro de un triangulo equilatero tiene como finalidad alertar al 
usuario de la existencia de importantes instrucciones de operacidn y mantenimiento en 
la documentacibn suministrada con el producto. 

PELIGRO ^' e ' P r °d ucto es utilizado sin observar la informacibn representada bajo este si'mbelb, 

pbdn'a causar serias lesibnes b muerte. 

ADVERTENCIA Si el prbducto es utilizado sin observar la infbrmacibn representada bajb este si'mbelb, 
pbdn'a causar serias lesiones o muerte. 

PRECAUCI6N Si el preductces utilizado sin observar la infbrmacibn representada bajb este si'mbolo, pbdn'a 
!\ causar lesicnes persenales meneres, danos al equipe, o perdida de datos impprtantes. 



jADVERTENCIA! 

PARA EVITAR EL RIESGO DE INCENDIO O DESCARGAS ELECTRICAS, NUNCA DESMONTE Nl EXPONGA 
ESTE PRODUCTO AL AGUA Nl LO UTILICE EN UN ENTORNO MUY HUMEDO. 



Lea todas las instrucciones — Antes de utilizar este producto, lea todas las 
instrucciones operativas. Guarde todos los manuales y la documentation para 
futuras consultas. 

Limpieza — Siempre desenchufe el producto de la toma de corriente antes de 

limpiarlo. Para la limpieza use solo un pano humedo. Nunca use limpiadores liquidos 

o aerosoles, ni solventes organicos de ningun tipo para limpiar este producto. 
Accesorios — Para su seguridad y evitar danos al producto, utilice unicamente 

los accesorios recomendados por Olympus. 
Agua y humedad — En las precauciones de los productos disenados a prueba 

de la intemperie, consulte las secciones de resistencia a la intemperie en sus 

respectivos manuales. 
Ubicacion — Para evitarle danos al producto, monte el producto sobre un tripode, 

caballete o soporte estable. 
Fuentes de alimentacion — Conecte este producto unicamente con la fuente de 

alimentacion descrita en la etiqueta del producto. 
Rayos — Si se produce una tormenta electrica mientras esta utilizando el 

adaptador de CA, retirelo de la toma de corriente inmediatamente. 
Objetos extranos — Para evitar danos personales, nunca inserte objetos de 

metal en el producto. 
Calentadores — Nunca utilice ni guarde este producto cerca de fuentes de calor, 

tales como radiadores, rejillas de calefaccion, estufas o cualquiertipo de 

equipo o aparato generador de calor, incluyendo amplificadores estereo. 
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A ADVERTENCIA 

# No utilice la camara cerca de gases inflamables o explosivos. 

# No utilice el flash ni el LED a corta distancia de las personas (bebes, 
ninos pequenos, etc.). 

• Cuando dispare el flash, debera mantener, por lo menos, una distancia de 1 m 
de la cara de los sujetos. El disparo demasiado cercano de los ojos del sujeto 
podra causarle la perdida de vision momentanea. 

# Mantenga a los ninos menores y mayores alejados de la camara. 

• Utilice y guarde siempre la camara fuera del alcance de los ninos menores y 
mayores, para prevenir las siguientes situaciones de peligro que podn'an 
causarles serias lesiones: 

• Enredarse con la correa de la camara, ocasionando asfixia. 

• Ingerir accidentalmente una baten'a, tarjetas, u otras piezas pequenas. 

• Disparar el flash accidentalmente hacia sus propios ojos o hacia los ojos de 
otro nino. 

• Lesionarse accidentalmente con las piezas moviles de la camara. 

# No mire al sol ni a luces fuertes a traves de la camara. 

# No utilice ni guarde la camara en lugares polvorientos o humedos. 

# No cubra el flash con la mano mientras efectua el disparo. 

A PRECAUCION 

# Interrumpa inmediatamente el uso de la camara si percibe algun 
olor, ruido o humo extraho alrededor de la misma. 

• Nunca retire las baten'as con las manos descubiertas, ya que podrfa causar un 
incendio o quemarle las manos. 

0 No deje la camara en lugares donde pueda estar sujeta a 
temperaturas extremadamente altas. 

• Si lo hace puede provocar el deterioro de las piezas y, en algunas 
circunstancias, provocar que se prenda fuego. No utilice el cargador o el 
adaptador CA si esta cubierto (por ejemplo con una frazada). Esto podn'a causar 
recalentamiento, resultando en incendio. 

# Manipule la camara con cuidado para evitar una quemadura de leve. 

• Ya que la camara contiene partes metalicas, el recalentamiento puede resultar 
en una quemadura de baja temperatura. Preste atencion a lo siguiente: 

• Cuando utilice la camara durante un largo periodo, esta se recalentara. Si mantiene 
la camara en este estado, podn'a causar una quemadura de baja temperatura. 

• En lugares sujetos a temperaturas extremadamente bajas, la temperatura de la 
carcasa de la camara puede ser mas baja que la temperatura ambiente. Si es 
posible, pongase guantes cuando manipule la camara en temperaturas bajas. 

0 Tenga cuidado con la correa. 

• Tenga cuidado con la correa cuando transporte la camara. Podn'a engancharse 
en objetos sueltos y provocar danos graves. 

# No toque las partes metalicas de la camara de forma prolongada a 
bajas temperaturas. 

• Puede danarse la piel. Si la temperatura es baja, utilice la camara con guantes 
puestos. 
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Precauciones acerca del uso de la bateria 



Siga estas importantes indicaciones para evitar que se produzcan fugas, 
recalentamientos, incendios o explosion de la bateria, o que cause 
descargas electricas o quemaduras. 



A PELIGRO 

• La camara utiliza una bateria de iones de litio especificada por Olympus. 
Cargue la bateria con el cargador especificado. No utilice otros cargadores. 

• Nunca caliente ni incinere las baterias. 

• Tome precauciones al transportar o guardar las baterias a fin de evitar que entren 
en contacto con objetos metalicos, tales como alhajas, horquillas, cierres, etc. 

• Nunca guarde las baterias en lugares donde queden expuestas a la luz solar 
directa o sujetas a altas temperaturas en el interior de un vehiculo con 
calefaccion, cerca de fuentes de calor, etc. 

• Para evitar que ocurran fugas de liquido de las baterias o danos de sus 
terminales, siga cuidadosamente todas las instrucciones respectivas al uso de 
las baterias. Nunca intente desarmar una bateria ni modificarla de ninguna 
manera, por soldadura, etc. 

• Si el fluido de la bateria penetrara en sus ojos, lavelos de inmediato con agua 
corriente fresca y limpia, y solicite atencion medica inmediatamente. 

• Siempre guarde las baterias fuera del alcance de los ninos pequehos. Si un nino 
ingiere una bateria accidentalmente, solicite atencion medica inmediatamente. 

A ADVERTENCIA 

• Conserve la bateria siempre seca. 

• Para evitar que ocurran fugas de liquido, recalentamiento de la bateria, o que 
cause incendio o explosion, utilice unicamente la bateria recomendada para el 
uso con este producto. 

• Inserte la bateria cuidadosamente, tal como se describe en el manual de 
instrucciones. 

• Si las baterias recargables no han sido recargadas dentro del tiempo 
especificado, interrumpa la carga y no las utilice. 

• No utilice una bateria si esta rajada o quebrada. 

• Si se producen fugas de liquido, decoloracion o deformacion de la bateria, o 
cualquier otra anormalidad durante la operacion, interrumpa el uso de la camara. 

• Si el fluido de la pila entrara en contacto con su ropa o con su piel, quitese la 
ropa y lave de inmediato la parte afectada con agua corriente fresca y limpia. Si 
el fluido quemara su piel, solicite atencion medica inmediatamente. 

• Nunca exponga la bateria a fuertes impactos ni a vibraciones continuas. 

A PRECAUCION 

• Antes de colocarla, siempre inspeccione la bateria atentamente para verificar si no 
se producen fugas de liquido, decoloracion, deformacion o cualquier otra anomalia. 

• La baterias puede recalentarse durante el uso prolongado. Para evitar 
quemaduras menores, no la retire inmediatamente despues de utilizar la camara. 

• Siempre retire la bateria de la camara antes de guardar la camara por un largo tiempo. 
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Para los clientes de Europa 

La marca "CE" indica que este producto cumple con los requisites europeos 
sobre proteccion al consumidor, seguridad, salud y proteccion del medio 
ambiente. Las camaras con la marca "CE" estan destinadas a la venta en 
Europa. 

Este si'mbolo [un contenedor de basura tachado con una X en el Anexo IV de 
WEEE] indica que la recogida de basura de equipos electricos y electronicos 
debera tratarse por separado en los paises de la Union Europea. No tire este 
equipo a la basura domestica. 

Para el desecho de este tipo de equipos utilice los sistemas de devolucion al 
vendedor y de recogida que se encuentren disponibles. 

Precaution con el uso de la bateria recargable y cargador de bateria 

Se recomienda enfaticamente usar solamente la bateria recargable y cargador de 
bateria especificados, que se disponen con esta camara como accesorios 
originales Olympus. 

El uso de una bateria recargable y/o cargador de bateria que no sean originales, 
puede resultar en incendios o lesiones personales, debido a la fuga de fluido, 
calentamiento, encendido o dafios a la bateria. Olympus no asume ninguna 
responsabilidad por accidentes y danos debido al uso de una bateria o cargador 
de bateria que no sean accesorios originales Olympus. 

Marcas comerciales 

• IBM es una marca registrada de International Business Machines Corporation. 

• Microsoft y Windows son marcas registradas de Microsoft Corporation. 

• Macintosh es una marca comercial de Apple Inc. 

• xD-Picture Card™ es una marca comercial. 

• Todos los demas nombres de companias y productos son marcas registradas 
y/o marcas comerciales de sus respectivos propietarios. 

• Las normas para sistemas de archivos de camara referidas en este manual son 
las "Normas de Disefio para Sistema de Archivos de Camara/DCF" estipuladas 
por la Asociacion de Industrias Electronicas y de Tecnologia de Informacion de 
Japon (JEITA). 
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Condiciones de la garantia 

1 . Si este producto sufre algun defecto, a pesar de haber sido usado adecuadamente (de acuerdo con las 
instrucciones del Manual de Servicio suministrado con el mismo), durante un pen'odo de dos anos desde 
la fecha de la compra a un distribuidor Olympus autorizado que se halle dentro del area comercial de 
Olympus Imaging Europa GmbH, tal como se estipula en el sitio web http://www.olympus.com, sera 
reparado o, si Olympus lo considera oportuno, reemplazado, libre de cargos. Para hacer una reclamacion 
bajo las condiciones de esta garantia, el cliente debera entregar el producto y este Certificado de Garantia 
antes de finalizar el pen'odo de garantia de dos anos, al concesionario donde fue comprado el producto 
o a cualquier Centro de Servicio Olympus, dentro del area comercial de Olympus Imaging Europa GmbH, 
tal comose estipula en el sitio web http://www.olympus.com. Durante un pen'odo de un anode la Garantia 
Internacional el cliente puede presentar el producto a cualquier Centro de Servicio Olympus. Tenga en 
cuenta que no en todos los paises existe un Centro de Servicio Olympus. 

2. El coste del transporte del producto al establecimiento vendedor o servicio tecnico autorizado 
correra a cuenta del comprador. 

3. Por otra parte, incluso dentro del pen'odo de garantia, el comprador debera pagar los gastos de 
reparacion en los siguientes casos: 

(a) Cualquier defecto que se produzca debido al uso indebido (tal como una operacion no 
mencionada en el Manual de Servicio.) 

(b) Cualquier defecto que se produzca debido a una reparacion, modificacion, limpieza por otros 
que no sean los servicios tecnicos Olympus. 

(c) Cualquier defecto o daho debido a un transporte no adecuado, a golpes, etc. despues de la 
compra del producto. 

(d) Cualquier defecto o daho que se produzca por incendios, terremotos, inundaciones, tempestades 
u otros desastres naturales, contain inacion ambiental y fuentes irregulares de tension. 

(e) Cualquier defecto que se produzca por descuido o almacenamiento inadecuado (tal como 
guardar el producto en lugares con alta temperatura y humedad, cerca de insecticidas, tales 
como naftalina, o productos quimicos nocivos, y otros), mantenimiento inadecuado, etc. 

(f) Cualquier dano que se produzca debido a pilas gastadas, etc. 

(g) Dahos producidos por penetrar arena, barro, etc. en el producto. 

(h) Cuando no se adjunte esta garantia en el momento de solicitar la reparacion. 

(i) Cuando se haya realizado cualquier modificacion en la garantia como aho, mes y fecha de 
compra, nombre del comprador, nombre del establecimiento vendedor, numero de serie etc. 

(j) Cuando el justificante de compra no sea presentado con este certificado de garantia. 

4. Esta garantia cubre solo el propio producto: otros accesorios y equipo, tal como el estuche, la 
correa, la tapa del objetivo, las pilas, etc. no son cubiertos por la misma. 

5. La responsabilidad de Olympus bajo esta garantia queda limitada unicamente a la reparacion y 
reemplazo del producto. Cualquier responsabilidad por perdida o daho indirectos o consecuentes de 
cualquier tipo que sea incurrido o sufrido por el cliente debido a un defecto del producto, y en particular 
cualquier perdida o dano ocasionado a cualquier objetivo, pelicula u otro equipo o accesorio usado 
con este producto, o ante cualquier perdida resultante de un retraso en la reparacion o perdida de 
datos, queda excluida explicitamente. Ello no afecta a las disposiciones fijadas por la ley. 

Notas relativas a las condiciones de la garantia 

1 . Esta garantia solamente sera valida si el Certificado de Garantia ha sido rellenado debidamente por Olympus 
o un concesionario autorizado o exista cualquier otro documento que contenga una prueba suficiente. Por lo 
tanto, asegurese de que su nombre, el nombre del concesionario, el numero de serie y el aho, mes y fecha 
de la compra, se encuentren todos completes y se adjunte la factura de compra/venta original (indicando el 
nombre del concesionario, la fecha de compra y tipo de producto) al Certificado de Garantia. Olympus se 
reserva el derecho de rechazar un servicio gratuito si el Certificado de Garantia es incompleto o ilegible y si 
no se adjunta el documento anteriormente citado o sus datos son incompletos o ilegibles. 

2. i i En caso de perdida de la garantia original, esta no sera sustituida por otra!! Rogamos pues la 
guarde en un lugar seguro. 

* Para obtener informacion sobre la red internacional de servicio tecnico Olympus, consulte el sitio 

web http://www.olympus.com. 
Limitacion de la garantia 

Olympus no hace declaration alguna ni realiza ningun tipo de afirmaciones o garanti'as, ni 
explicitamente ni de forma concluyente, a traves de o con referencia al contenido de esta 
documentacion impresa o en forma de software. Tampoco puede hacerse responsable de la 
capacidad de mercado o de la idoneidad para un objetivo determinado, ni tampoco por dahos tanto 
directos como incidentes o indirectos (especialmente, pero no unicamente, a dahos devengados de 
una eventual perdida de beneficios, una interruption o perdida de datos de negocio) que se 
desprendan del uso o de la limitacion o incapacidad de uso de esta documentacion impresa o en forma 
de software. En algunos paises no esta permitido limitar o inhibirse totalmente de la responsabilidad 
procedente de este tipo de dahos, por lo cual de garantia no tendra efectos en este caso. 
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• Bitte lesen Sie dieses Handbuch vor Gebrauch Ihrer Kamera sorgfaltig durch, 
um eine einwandfreie Handhabung zu gewahrleisten. 

• Wirempfehlen Ihnen, vorwichtigen Aufnahmen Probeaufnahmen zu erstellen, 
damit Sie sich mit der Bedienung und den Funktionen der Kamera vertraut 
machen konnen. 

• Bitte beachten Sie die Sicherheitshinweise am Ende dieses Handbuchs. 

• Die Bildschirm- und Kameraabbildungen in diesem Handbuch wurden wahrend 
des Herstellungsprozesses erstellt, und konnen vom aktuellen Produkt 
abweichen. 



86 



Uberpriifen Sie, ob die folgenden Komponenten (Verpackungsinhalt) vorhanden sind 




Digitalkamera Trageriemen LI-50B 

Lithium-lonen-Akku 




LI-50C USB-Kabel AV-Kabel OLYMPUS Master 2 

Ladegerat Software CD-ROM 

Zubehor ohne Abbildung: Erweiterte Anleitung (CD-ROM), Einfache Anleitung (dieses 
Handbuch), Garantiekarte. Der Verpackungsinhalt richtet sich nach der Region, in der Sie 
Ihre Kamera gekauft haben. 




# Ziehen Sie den Trageriemen fest, damit er sich nicht losen kann. 



Vorbereiten der Kamera 



a. Laden Sie den Akku auf. 
H Hinweis 

# Es gibt zwei Ausfuhrungen des Akkuladegerats LI-50C: die eine ist ein 
„Ladegerat mit Netzkabel", die andere ein „Steckerladegerat". Die 
Ladegeratausfuhrung kann je nach Region, in der Sie die Kamera erworben 
haben, unterschiedlich sein. An dieser Stelle wird der Gebrauch anhand des 
Ladegerats mit Netzadapter beschrieben. Falls Ihre Kamera mit dem 
Steckeradapter geliefert wurde, stecken Sie dieses direkt in eine Steckdose. 




Leuchte aus: Ladevorgang fertig 
(Ladezeit: ca. 2 Stunden) 



# Beim Kauf ist der Akku noch nicht vollstandig aufgeladen. 

b. Einlegen des Akkus und einer xD-Picture Card (optional) in die 
Kamera. 
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Vorbereiten der Kamera 




# Legen Sie den Akku wie in der 
Abbildung gezeigt richtig 
gepolt ein. 

Wenn Sie den Akku falsch herum 
einlegen, schaltet sich die Kamera 
auch bei Betatigung der Taste 
POWER nicht ein. 



Akkuverriegelung 

Die Akkuverriegelung in Pfeilrichtung 

schieben, um den Akku zu entfernen. 



Kontaktbereich 




# Richten Sie die Karte wie in der 
Abbildung gezeigt aus und fiihren Sie 
diese gerade in das Kartenfach ein. 

Schieben Sie die Karte so weit ein, bis sie horbar 
einrastet. 



Drucken Sie zum Entnehmen der Karte, die 
Karte vollstandig nach innen und lassen Sie sie 
langsam los. Halten Sie dann das Ende der Karte 
fest und Ziehen Sie sie hinaus. 




# Mit dieser Kamera konnen Sie Bilder sogar ohne den Einsatz einer optionalen 
xD-Picture Card™ (nachstehend als „Karte" bezeichnet) aufnehmen. Wenn 
keine xD-Picture Card eingelegt ist, werden Ihre Bilder im internen Speicher 
gespeichert. 

Einzelheiten zur Karte, finden Sie in der Erweiterten Anleitung. 
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Die Kamera einschalten 



Hier wird das Einschalten der Kamera im Aufnahmemodus erklart. 
a. Stellen Sie die Programmwahlscheibe auf HOE- 

Zur Aufnahme von Einzelbildern (Aufnahmemodus) 
I 



Zur Aufnahme von Filmen 

(Aufnahmemodus) 

Zum Betrachten von Bildern 

(Wiedergabemodus) 




Aufnahmemodi fur Einzelbilder 



Mit dieser Funktion konnen Sie die automatischen Einstellungen der 
Kamera fur Ihre Aufnahmen nutzen. 

Die Kamera stellt automatisch den optimalen Blendenwert und die 
optimale Verschlusszeit ein. 

Mit dieser Funktion konnen Sie die Unscharfe, die durch die Bewegung 
des Motivs oder Verwacklung der Kamera bei der Aufnahme entsteht, 
reduzieren. 

SCN Diese Funktion ermoglicht Ihnen, nach Aufnahmebedingungen 

ausgewahlte Aufnahmen zu machen. 

GUIDE Diese Funktion erlaubt Ihnen, Einstellungen aus den Aufnahmehinweisen 

vorzunehmen, die auf dem Bildschirm gezeigt werden. 

b. Drucken Sie die POWER-Taste. 



POWER-Taste 






J M T ZEIT 








1 UJJH 


J/M/T 






ZURUCK»H 





Dieser Bildschirm erscheint, 
wenn Datum und Uhrzeit noch 
nicht eingestellt wurden. 



# Drucken Sie zum Ausschalten der Kamera noch einmal die POWER-Taste. 

A 



Hinweis 



Die Richtungen der Pfeiltasten (ZY\7<][>) werden in der 
mitgelieferten Bedienungsanleitung durch /\^~7<"][> angezeigt. 




0 -Tft(S 
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Stellen Sie das Datum und die Zeit ein 



Informationen zum Einstellbildschirm fur Datu 




J-M-T (Jahr-Monat-Tag) 

Stunde 
Minute 

Datumsformate (J-M-T, M-T-J, T-M-J) 



Beendet die Einstellung. 



a. Drucken Sie die £±fij-Taste und die *\7ti)-Taste zur Auswahl 
von [J]. 

• Die ersten beiden Ziffern der Jahreszahl lassen sich nicht andern. 



A0-Taste 




VcD-Taste 

b. Drucken Sie die [> ^ -Taste. 





J M T ZEIT 








|2008B 


J/M/T 1 






ZURUCK»II 






c. Drucken Sie die Z^^-Taste und die 
^7(£)-Taste zur Auswahl von [M]. 



d. Drucken Sie die [>£ -Taste. 



J M T ZEIT 



ZURUCK»i!3 



Stellen Sie das Datum und die Zeit ein 



e. Drucken Sie die <^|2 -Taste und die 
"\70-Taste zur Auswahl von [T]. 



f. Drucken Sie die [> % -Taste. 

g. Drucken Sie die <£^|2-Taste und die 
^(^-Taste, um die Stunden und 
Minuten auszuwahlen. 

• Die Uhrzeit wird stets im 24-Stunden-Format angezeigt. 



h. Drucken Sie die -Taste. 

i. Drucken Sie die Z^^-Taste und die 
^70-Taste zur Auswahl von [J/M/T]. 



© 



J M T ZEIT 



2008 . 08 



ZURUCK-!SS 



© 


J M T 


ZEIT 






2008 . 08 . 26 


12:EjJ» J/M/T 






ZURUCK»6bS 


EINST,»[OKl 



© 




ZEIT 






2008 . 08 . 26 


12:30 < IHi'iBI 






ZURUCK»S 


EINST.*lOKl 



j. Nachdem alle Elemente eingestellt wurden, drucken Sie die 
@-Taste. 

• Zur genauen Einstellung der Uhrzeit drucken Sie die @-Taste, wenn das Zeitsignal 
00 Sekunden anzeigt. 





Die Anzahl der speicherbaren 
Einzelbilder wird angezeigt. 
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Eine Sprache auswahlen 



a. Drucken Sie die MENU-Taste zur Anzeige des Hauptmenus. 




b. Drucken Sie die [>4 -Taste zur Auswahl von [EINRICHTEN] und 
drucken Sie dann die ©-Taste. 




c. Drucken Sie die £>|2-Taste und die *\70-Taste zur Auswahl 
von [#4H)] und drucken Sie dann die -Taste. 




d. Verwenden Sie die Pfeiltasten, um eine 
Sprache zu wahlen, und drucken Sie 
dann die ©-Taste. 





ENGLISH 


B*H 




FRAMf SIS 






Bl 


*3E(Hff) 




ESHANUL 






ITALIANO 


rvny 




ZURUCK»i|j 


EINST.»OK] 



93 



Ein Bild aufnehmen 



a. Halten der Kamera. 

Querformat 



Hochformat 






b. Scharfstellen. 




(Halb nach unten 
drucken) 



Die AF-Markierung leuchtet grun, wenn Scharfe 
und Belichtungswerte gespeichert sind. Die 
Verschlusszeit und der Blendenwert werden 
angezeigt. 

Falls die AF-Markierung rot blinkt, kann die 
Kamera nicht fokussieren. Versuchen Sie, die 
Scharfe erneut zu speichern. 




AF-Markierung 
Platzieren Sie diese 
Markierung uber Ihrem 
Motiv. 



c. Aufnehmen. 




Die Schreibanzeiqe blinkt 



(Vollstandig nach 
unten gedriickt) 
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Bilder anzeigen 



a. Stellen Sie die Programmwahlscheibe auf H- 




a. Drucken Sie die <]^-Taste und die [>^-Taste, um das zu 
loschende Bild anzuzeigen. 

b. Drucken Sie die fiF/^-Taste. 




c. Drucken Sie die Z^H-Taste, um [JA] auszuwahlen, und drucken 
Sie die ©-Taste zum Loschen des Bildes. 
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Grundlegende Bedienung 



C 



IMMuaumMlili 



Verwenden Sie diese Tasten im Aufnahmemodus, um schnell zu einigen der 
haufiger benutzten Funktionen zu gelangen. 



O <]fli-Taste (Nahaufnahmemodus) 

Im Nahaufnahme-, Supernahaufnahme- Oder S-Makro LED-Modus konnen Sie 
Nahaufnahmen (z. B. von einer Blume) erstellen. 

0 AH-Taste (Belichtungskorrektur) 

Mit dieser Einstellung konnen Sie ein Bild uberbelichten (+) Oder unterbelichten (-). 
Wahlen Sie mit den Pfeiltasten das Bild mit den gewiinschten Einstellungen, und 
drucken Sie @. 



0 |> £ -Taste (Blitzmodus) 

Sie konnen aus 4 Blitzmodi auswahlen: Auto-Blitz, Blitz mit Rote-Augen-Effekt- 

Reduzierung, Aufhellblitz Oder zwangsabgeschalteter Blitz. 
O ^70-Taste (Selbstausloser) 

Wahlen Sie den Selbstausloser, wenn Sie die Aufnahme um circa 12 Sekunden 

nach Drucken des Auslosers verzogern mochten. 
0 ©-Taste (OK/FUNC) 

Zeigt das Funktionsmenu an und stellt die Funktionen ein, die im Aufnahmemodus 

oft benutzt werden. 

Aktiviert auch die Einstellungen von Menupunkten. 
0 MENU-Taste (MENU) 

Diese Taste drucken, um das Hauptmenu anzuzeigen. 
© B/fl-Taste 

Drucken Sie die H-Taste im Aufnahmemodus, um zum Wiedergabemodus zu 
wechseln und das zuletzt aufgenommene Bild anzuzeigen. 



Drucken Sie die fi?-" -Taste im Aufnahmemodus, um die Shadow Adjustment 
Technology (Gegenlichtkorrektur) zu aktivieren bzw. zu deaktivieren. Mit dieser 
Funktion erscheint das Gesicht des Motivs, auch bei Gegenlicht, heller. 
Halten Sie die fij-'/^-Taste im Aufnahmemodus gedruckt, um ein Hilfs-Display 
einzublenden, welches Ihnen die Tastenanordnung auf der Kamera anzeigt. 
0 DISP./0/H -Taste 

Blenden Sie durch wiederholtes Drucken der DISP./©/~<i -Taste die Hilfslinien zur 
Verbesserung der Bildkomposition und das Histogramm ein. Wahlen Sie einen 
Meniipunkt aus und drucken Sie die DISP./©/ << -Taste, um eine Erklarung zu dieser 
Funktion anzuzeigen. 





© Itf^-Taste 
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Diese Funktion erlaubt Ihnen, den SCN-Modus (Motivprogramm)je nach Motivzu 
verandern. 

O Stellen Sie die Programmwahlscheibe auf SCN 

0 Drucken Sie , um ein Motivprogramm auszuwahlen, und drucken Sie 
anschliefiend @. 





Programmwahlscheibe 
MENU -Taste 
(§)-Taste 

fl\7 -Taste 



Aufnahme SCN (Aufnahmesituation) Modi 



• PORTRAT 


• SELBSTPORTRAIT 


• LANDSCHAFT 


• NATURL. LICHT 


• LAND./PORTRAT 


• SONNENUNTERGANG • 


• NACHTAUFNAHME 


• FEUERWERK 


• NACHT+PERSON 


• SPEISEN 


• SPORT 


• VITRINE 


• INNENAUFNAHME 


• DOKUMENTE 


• KERZENLICHT 


• AUKTION 



AUFN. & AUSW. 1 
AUFN. & AUSW. 2 
SAND + SCHNEE 
PRE-CAPTURE VIDEO 
UNTERWASSER FOTO 
UNTERWASSER-WEITW.1 
UNTERWASSER-WEITW.2 
UNTERWASSER-MAKRO 



c 



Nahaufnahmemodus 



J 



Mit diesem Modus konnen Sie Aufnahmen mit einem Abstand von nur 10 cm 
(beim Auszoomen eines Motivs) und einem Abstand von nur 30 cm (beim 
Einzoomen eines Motivs) zum Motiv erstellen. 

Mit diesem Modus konnen Sie Nahaufnahmen mit einer Entfernung von lediglich 
2 cm zu Ihrem Motiv erstellen. Die Position des Zooms ist im sft-Modus test 
eingestellt. Wenn der Abstand zwischen der Kamera und dem Gegenstand 
grafter als 50 cm ist, ist das Bild unscharf. 

Die LED-Leuchte leuchtet im Super-Nahaufnahmemodus bei einem Abstand von 
7 cm bis 20 cm vom Objektiv auf. Drucken Sie den Ausloser halb nach unten, um 
die LED-Leuchte einzuschalten. 



O Drucken Sie auf <]fli. 

0 Drucken Sie auf <] [> zur Auswahl von [ s %\ Oder [stf ] und drucken Sie 
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( >3B=!IUI.™ 

O Drucken Sie auf V0. 

0 Drucken Sie auf £±S7, um [ON] auszuwahlen. 
Drucken Sie dann auf @. 

© Drucken Sie den Ausloser vollstandig nach unten, um 
die Aufnahme zu erstellen. 

• Die Selbstausloser-LED leuchtet nach dem Drucken des 
Auslosers fijr ca. 10 Sekunden und wechselt dann auf ein 
Blinksignal. Die Aufnahme erfolgt nach ungefahr 2 Sekunden 




O Drucken Sie auf 

0 Drucken Sie <] [>, um den Blitzmodus auszuwahlen. Drucken Sie 
anschliefiend auf @. 



© Drucken Sie den Ausloser halb nach unten. 

• Wenn der Blitz auslosebereit ist, leuchtet die ^-Markierung. 

© Driicken Sie den Ausloser vollstandig nach unten, um die Aufnahme zu erstellen. 



Symbol 


Blitzmodus 


Beschreibung 


AUTO 


Automatische 
Blitzabgabe 


Bei niedriger Umgebungshelligkeit Oder starkem 
Gegenlicht lost der Blitz automatisch aus. 


<§> 


Blitz mit Rote- 
Augen-Effekt- 
Reduzierung 


Der Blitzmodus mit Rote-Augen-Effekt-Reduzierung 
mindert dieses Phanomen erheblich, indem er vor dem 
eigentlichen Blitz mehrere Vorblitze aussendet. 




Aufhellblitz 


Der Blitz wird unabhangig von der aktuellen 
Umgebungslichtsituation ausgelost. 


© 


Zwangsabge- 
schalteter Blitz 


Die Blitzabgabe unterbleibt. 



Selbstausloser-LED 




blinken. 



( ) 

• Um Akkustrom zu sparen, wechselt die Kamera automatisch in den Sleep- 
Modus, wenn im Aufnahmemodus innerhalb von 3 Minuten kein Bedienschritt 
erfolgt. Reaktivieren Sie die Kamera, indem Sie den Ausloser Oder die Zoom- 
Taste drucken. 

• Wenn innerhalb von 15 Minuten kein Bedienschritt erfolgt, wechselt die Kamera 
automatisch in den Sleep-Modus und die Kamera wird abgeschaltet. Schalten 
Sie die Kamera erneut ein, um mit der Bedienung fortzufahren. 
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Menus und Einstellungen 



C 



D 



O Drucken Sie MENU, urn das Hauptmenu anzuzeigen. 



MENU 




ZURUCK-S 



EINST>|OKl 



Hauptmenu im Aufnahmemodus 

0 Verwenden Sie die Pfeiltasten (<£^^7 <(][>) zur Auswahl der Menupunkte und 
drucken Sie anschlieliend zur Bestatigung auf (§). 

■ BILDQUAL. 

Stellen Sie die Bildqualitat Ihrer Aufnahme gemali des geplanten Verwendungszwecks ein. 

■ RUECKST. 

Setzt die veranderten Aufnahmefunktionen wieder auf die 
Standardeinstellungen zuruck. 

■ KAMERAMENU 

Verschiedene Aufnahmeeinstellungen einstellen. 

■ EINRICHTEN 

Stellen Sie Datum und Zeit, Sprache, Ausloserton usw. ein. 

■ PANORAMA 

Panoramabilder aufnehmen und zusammenstellen. Fur Panorama- 
Aufnahmen wird eine Olympus xD-Picture Card benotigt. 

■ SCN (Aufnahmesituation) 

Wenn der Modus SCN eingestellt ist, wahlen Sie ein Programm, das dem 
Motiv und den Aufnahmebedingungen entspricht. 

■ LAUTLOS MODUS 

Hiermit konnen Sie die Bediengerausche wahrend der Aufnahme und der 
Wiedergabe, Warnsignale, Auslosertone usw. stumm schalten. 



c 



Alle Bilder loschen 



— 



O Wahlen Sie im Hauptmenu des 

Wiedergabemodus [LOSCHEN] -> [ALLES 
LOSCHEN] aus und drucken Sie dann auf (J 

0 Wahlen Sie [JA] und drucken Sie dann auf ( 
• Alle Bilder werden gelbscht. 



J 



ALLES LSSCHEi 



A*OHra.DAinHlL 



ZURUCK »H 



J> 



EINST.»IOKl 
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Die Kamera anschlieften 



( JJIJ.MJ.M.fJIfflBBIBIgHlfflyBi ^ 

Verwenden Sie das der Kamera beiliegende AV-Kabel, wenn Sie Ihre Aufnahmen 
auf einem Fernsehgerat wiedergeben mochten. Es konnen sowohl Einzelbilderals 
auch Filme wiedergegeben werden. 

O Vergewissern Sie sich, dass Fernseher und Kamera ausgeschaltet sind. 
Verbinden Sie anschlieftend das AV-Kabel mit dem Multi-Connector der 
Kamera und dem Videoeingang des Fernsehgerats. 




Buchsenabdeckung AV-Kabel (beiliegend) 



De 



0 Schalten Sie das Fernsehgerat ein und stellen Sie den Videokanal ein. 

• Weitere Informationen zum Video-Eingangskanal finden Sie in der 
Bedienungsanleitung Ihres Fernsehgerats. 

© Stellen Sie die Programmwahlscheibe auf [3 und schalten Sie anschliefiend 
mit der POWER-Taste die Kamera ein. 

• Die zuletzt erstellte Aufnahme wird auf dem Fernsehgerat wiedergegeben. Verwenden 
Sie die Pfeiltasten fur die Bildauswahl. 
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■■nraiCT^iimisraiiiaBunnna^ 

Mit dem der Kamera beiliegenden USB-Kabel konnen Sie die Kamera direkt an 
einen PictBridge-kompatiblen Druckerzum Drucken anschlielien. 
O Rufen Sie das Bild, das Sie ausdrucken mochten, im Wiedergabemodus auf 
dem Monitor auf. 

0 Schlieften Sie das eine Ende des mitgelieferten USB-Kabels an den Multi- 
Connector der Kamera an und das anderer Ende an den USB-Anschluss des 
Druckers. 




Buchsenabdeckung USB-Kabel 



© Drucken Sie HAQ,. 

• Der Druckvorgang beginnt. 

• Wenn der Druckvorgang abgeschlossen ist, trennen 
Sie das USB-Kabel von der Kamera, wahrend das 
Foto-Auswahlmenu angezeigt wird. 
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Bilder ubertragen 



a. Software installieren. 



o 

0 Windows: 



Legen Sie die OLYMPUS Master 2 
CD-ROM ein. 



Klicken Sie auf die 
Schaltflache„OLYMPUS 
Master 2". 
Macintosh: Doppelklicken Sie auf 
das Symbol „Setup". 

Folgen Sie jetzt einfach den 
Anweisungen auf dem Bildschirm. 



OLYMPUS Mmtet 2 



b. Die Kamera an einen Computer anschliefien. 

O Schliefien Sie die Kamera mit dem USB-Kabel (im Lieferumfang 
enthalten) an den Computer an. 
• Der LCD-Monitor schaltet sich automatisch ein. 



Multi-Connector 




Buchsenabdeckung 



0 Wahlen Sie [PC] auf dem LCD-Monitor 
und drucken Sie dann @. 



• Die Kamera wird jetzt vom PC als 
Wechseldatentrager erkannt. 



USB 










r PC 






EINF. UhUCK 






INDIVID. DRUCK 






SCHLIESSEN 






EINST>IOKl 
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c. Bilder auf den Computer ubertragen. 



O Nachdem Sie die Kamera 

angeschlossen haben, offnen Sie 
die OLYMPUS Master-Software. 

0 Klicken Sie auf „Bilder 

ubertragen" v» im Browser- 
Fenster und dann auf „Von 
Kamera" j§, . 

© Folgen Sie jetzt einfach den 
Anweisungen auf dem Bildschirm 



De 



Tipps 



• Ausfiihrliche Informationen zum Einrichten und Gebrauch der Kamera erhalten 
Sie im Handbuch „Erweiterte Anleitung" Ihrer Kamera, das Sie auf der 
mitgelieferten CD-ROM finden. 

• Weitere Hilfe finden Sie auch in der Datei „Hilfe" der OLYMPUS Master- 
Software. 
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Schaltflache „BHder ubertragen" 
J 



HI ■(■■■■]■ 



IB JB- 



OLYMPUS Master-Software 



OLYMPUS Master-Software: Mit dieser Software konnen Sie 
Bilder von der Kamera herunterladen, ansehen, verwalten, 
retuschieren, per E-Mail versenden sowie Ihre Digitalbilder und 
Filme ausdrucken und noch viel mehr! 




# Syste m a nf o rderungen 



Betriebssystem 


Windows 2000 Professional/XP/Vista Oder Mac OS X 
(v1 0.3 Oder holier) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1 ,5 GHz Oder hoher 


RAM 


256 MB Oder mehr 


Festplatte 


500 MB Oder mehr freier Festplattenspeicher 


Anschluss 


USB-Anschluss/IEEE 1394-Anschluss 


Monitor 


1 .024 x 768 Pixel Auflosung Oder mehr bei mindestens 65.536 
Farben (Windows) bzw. 32.000 Farben (Macintosh) 
(16.770.000 Farben Oder mehr empfohlen) 


Sonstiges 


Internet Explorer 6 Oder hoher (Windows), Safari 1 .0 Oder hoher, 
QuickTime 6 Oder hoher (Macintosh) 



Aktuelle Informationen finden Sie auf der Olympus-Website unter 
(http://www.olympus.com/) 




Benutzer-Registrierung 



Registrieren Sie Ihre Kamera beim Installieren der OLYMPUS Master- 
Software, urn Ihre Garantie zu aktivieren, Benachrichtigungen uber 
Updates zur Software- und Kamera-Firmware zu erhalten und vieles mehr. 
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Technische Daten 



IKamera 



Produkttyp 
Aufnahmesystem 
Einzelbilder 

Gultige Standards 

Tonaufzeichnung bei 
Einzelbildern 
Filme 
Speicher 

Anzahl der speicherbaren 

Einzelbilder 

(bei vollstandig 

aufgeladenem Akku) 

Anzahl der effektiven Pixel 

Bildwandler 

Objektiv 

Belichtungsmessung 

Verschlusszeit 

Aufnahmebereich 



Digitalkamera (zur Bildaufzeichnung und -anzeige) 

Digitale Aufnahme, JPEG (in Ubereinstimmung mit der „Design Rule 
for Camera File System" (DCF)) 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 

PictBridge 

Wave-Audioformat 

AVI Motion JPEG 
Interner Speicher 

xD-Picture Card, 16 MB bis 2 GB (TypeH/M, Standard) 
Ca. 260 

(gemaft CIPA-Standard fur Batterieleistungsmessung) 



10.100.000 Pixel 

1/2,33 Zoll CCD-Chip (primarer Farbfilter), 10.700.000 Pixel (brutto) 

Olympus-Objektiv 5,0 bis 18,2 mm, f3,5 bis 5,1 

(entspricht einem 28 bis 102 mm Objektiv an einer 35 mm-Kamera) 

Digital-ESP-Messung, Spotmessung 

4 bis 1/1000 Sek. 

0,5 m bis oo (W/T) (normale Aufnahme) 
0,1 m bis oo (W), 0,3 m bis oo (T) (Nahaufnahmemodus) 
0,02 m bis 0,5 m (nur W) (Super-Nahaufnahmemodus) 
0,07 m bis 0,2 m (nur W) (S-Makro LED-Modus) 
2,7 Zoll TFT Farb-LCD-Monitor mit 230.000 Punkten 
Ca. 3,5 Sek. (bei vollstandiger Entladung des Blitzes bei 
Raumtemperatur mit einem vollstandig aufgeladenen Akku) 
Multi-Connector (Gleichspannungseingang (DC-IN), 
USB-Anschluss, A/V OUT-Eingang) 
2000 bis 2099 

Entspricht der Veroffentlichung zum lEC-Standard 529 IPX8 (unter 
OLYMPUS-Testbedingungen), verwendbar in 10 m Wassertiefe 
Die Kamera kann unter Wasser bei einem bestimmten Wasserdruck 
normal verwendet werden. 

Entspricht der Veroffentlichung zum lEC-Standard 529 IP6X (unter 
OLYMPUS-Testbedingungen) 

-10°C bis 40°C (Betrieb)/ -20X bis 60°C (Lagerung) 
30% bis 90% (Betrieb)/ 10% bis 90% (Lagerung) 
Ein Olympus Lithium-lonen-Akku (LI-50B) oder ein Olympus Netzteil 
93,2 mm (B) * 61,4 mm (H) x 21,3 mm (T) 
ohne Gehausevorsprunge 
173 g (ohne Akku und Karte) 



LCD-Monitor : 
Blitzladebetrieb : 

Anschlussbuchsen : 

Automatisches Kalendersystem: 
Wasserfestigkeit 

Typ : 

Bedeutung : 

Staubfestigkeit : 

Umgebungsbedingungen 

Temperatur 

Luftfeuchtigkeit 
Spannungsversorgung 
Abmessungen 

Gewicht 

Die ..Shadow Adjustment Technology"-Funktion (Gegenlichtkorrektur) enthalt von Apical 
Limited patentierte Technologie. 



apical 
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(Lithium-lonen-Akku (LI-50B) 



Produkttyp 
Modell-Nr. 
Standardspannung 
Standard kapazitat 
Akkulebensdauer 
Umgebungsbedingungen 
Temperatur 



Abmessungen 
Gewicht 



Wiederaufladbarer Lithium-lonen-Akku 
LI-50BA/LI-50BB 
Gleichspannung 3,7 V 
925 mAh 

Ca. 300 mal vollstandig aufladbar (je nach Verwendung) 

0°C bis 40°C (Aufladevorgang)/ 
-10°Cbis 60°C (Betrieb)/ 
-10°C bis 35°C (Lagerung) 
34,4 x 40,0 » 7,0 mm 
Ca. 20 g 



(Ladegerat (LI-50C) 



Modell-Nr. 
Netzversorgung 
Ausgang 
Aufladezeit 

Umgebungsbedingungen 

Temperatur 
Abmessungen 
Gewicht 



LI-50CAA/LI-50CAB/LI-50CBA/LI-50CBB 
Wechselstrom 100 bis 240 V (50 bis 60 Hz) 
Gleichspannung 4,2 V, 700 mA 
Ca. 2 Stunden 

0°C bis 40°C (Betrieb)/ -20°C bis 60°C (Lagerung) 
62,0 x 23,8 x 90,0 mm 
Ca. 70 g 



►Verwendung bei niedrigen Temperaturen 



Die einwandfreie Funktion der optionalen Olympus xD-Picture Card und des Lithium-lonen-Akkus 
wird fur niedrige Temperaturen von bis zu 0°C garantiert. Das nachfolgende Zubehor wurde jedoch 
fur die Verwendung mit dieser Kamera bei Temperaturen von bis zu -10°C getestet. 

Olympus xD-Picture Card 





16 MB 


32 MB 


64 MB 


128 MB 


256 MB 


512 MB 


1 GB 


2 GB 


Standard 


✓ 






✓ 




✓ 






TypeM 










✓ 


✓ 


✓ 


✓ 


TypeH 










✓ 


✓ 


✓ 


✓ 



S: Verwendung bestatigt 

Olympus Lithium-lonen-Akku 

LI-50B 

• Bei niedrigen Temparaturen kann die Anzahl der speicherbaren Einzelbilder verringert werden. 



Design und technische Daten konnen ohne Vorankundigung geandert werden. 
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Sicherheitshinweise 



Wichtige Informationen zu Wasser- und 
Stossfestigkeitseigenschaften 



Wasserfestigkeit: Die Wasserfestigkeit wird garantiert* 1 fur Tiefen bis zu 10 m fur 
maximal eine Stunde. Die Wasserdichtheit kann beeintrachtigt werden, wenn die 
Kamera extremen Oder ubermafiig starken Stofien ausgesetzt wird. 
Stodfestigkeit: Die StofJfestigkeit wird garantiert* 2 gegen Stofte, denen die digitale 
Kompaktkamera im taglichen Gebrauch ausgesetzt ist. Die Stofifestigkeit schutzt nicht 
unbedingt vor beliebigen Fehlfunktionen Oder kosmetischen Schaden. Kosmetische 
Schaden, wie zum Beispiel Kratzer und Beulen, sind von der Garantie ausgeschlossen. 
Wie bei jedem elektronischen Gerat sind die richtige Pflege und Wartung erforderlich, 
damit die Zuverlassigkeit und Funktionstuchtigkeit der Kamera erhalten bleibt. Urn die 
Kamera in gutem Zustand zu halten, bringen Sie die Kamera bitte nach grofieren StofJen 
zum nachstgelegenen von Olympus autorisierten Kundendienst zur Uberprufung. Falls 
die Kamera durch fehlende Pflege Oder Missbrauch beschadigt wird, sind die Kosten fur 
eine Wartung Oder Reparatur der Kamera nicht durch die Garantie abgedeckt. Weitere 
Informationen zur Garantie finden Sie auf der Olympus-Website fur Ihre Region. 
Bitte beachten Sie folgende Pflegehinweise fur die Kamera. 

Vor Gebrauch: 

• Uberprufen Sie die Kamera auf Fremdmaterial, einschlieUlich Schmutz, Staub Oder Sand. 

• Stellen Sie sicher, dass der Akku-/Kartenfachdeckel und die Buchsenabdeckung fest 
geschlossen sind, so dass jedes Schloss mit einem Klicken einrastet. 

• Offnen Sie den Akku-/Kartenfachdeckel und die Buchsenabdeckung nicht mit nassen 
Handen, unter Wasser Oder in einer feuchten Oder staubigen Umgebung (z.B. am Strand). 

Nach Gebrauch: 

• Wischen Sie nach dem Gebrauch unter Wasser verbliebenes Wasser und Schmutz ab. 

• Tauchen Sie die Kamera nach Gebrauch unter Seewasser etwa 10 Minuten lang 
in einen Behalter mit SuRwasser (wobei Akku-/Kartenfachdeckel und 
Buchsenabdeckung fest geschlossen sind). Lassen Sie die Kamera 
anschlieftend im Schatten bei guter Beluftung trocknen. 

• Es konnen Wassertropfen auf der Innenseite des Akku-/Kartenfachdeckels und 
der Buchsenabdeckung auftreten, wenn Sie sie offnen. Falls Wassertropfen 
vorhanden sind, achten Sie darauf, diese vor Gebrauch der Kamera 
abzuwischen. 

Hinweise zum Gebrauch 

• Fremdmaterial kann die Funktion des Objektivdeckels beeintrachtigen, wenn die 
Kamera in einem Klima, das Fremdmaterial einschliefilich Schmutz, Staub Oder Sand 
enthalt verwendet wurde. Dadurch kann es dazu kommen, dass der Objektivdeckel 
nicht problemlos schliefit. 

Wenn Sie die Kamera unter derartigen Bedingungen verwenden, kann das Objektiv 
beschadigt werden Oder der Objektivdeckel kann verkleben und einen Ausfall 
verursachen. Urn dies vermeiden, reinigen Sie die Kamera nach der folgenden 
Methode. 
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CD Legen Sie den Akku ein und schliefien Sie den 
Akku-/Kartenfachdeckel und die 
Buchsenabdeckung fest, so dass jedes 
Schloss wiederrum mit einem Klicken 
einrastet. 

© Fullen Sie einen Behalter mit Sufiwasser, 

tauchen Sie die Kamera mit der 

Objektivoberflache untenliegend ein, und 

bewegen Sie die Kamera. 
© Drucken Sie die POWER-Taste mehrmals unter Wasser und schliefien/offnen 

dadurch den Objektivdeckel wiederholt. 
@ Bewegen Sie die Kamera weiter mit kreisenden Bewegungen und geoffnetem 

Objektivdeckel. 

Fuhren Sie die Schritte © bis © durch und uberprufen Sie dann, ob der Objektivschutz 
sich leicht bewegen lasst. 

Wenn der der Objektivschutz sich nicht reibungslos bewegen lasst, spulen Sie die 
Objektivoberflache ab, indem Sie sie direkt unter einen kraftigen Leitungswasserstrahl 
halten und die POWER-Taste mehrmals drucken. 

Aufbewahrung und Pflege 

• Bewahren Sie die Kamera nicht in einer Umgebung mit hohen Temperaturen (40°C 
Oder mehr) Oder niedrigen Temperaturen (-10°C Oder weniger) auf. Nichtbeachten 
kann die Wasserfestigkeit beeintrachtigen. 

• Verwenden Sie keine Reinigungs-, Rostschutz-, Antibeschlag-, Reparaturmittel usw. 
Nichtbeachten kann die Wasserfestigkeit beeintrachtigen. 

• Lassen Sie die Kamera nicht fur lange Zeit im Wasser liegen. Nichtbeachten fiihrt zu 
Beeintrachtigung des Aussehens und/oder der Wasserfestigkeit der Kamera. 

• Lassen Sie daruber hinaus kein Wasser direkt aus dem Wasserhahn uber die Kamera laufen. 

• Um die Wasserfestigkeit zu erhalten, ist es wie bei jedem Unterwassergehause 
empfehlenswert, die wasserdichte Verpackung (und die Dichtungen) jahrlich 
auszutauschen. 

Olympus-Vertriebspartner Oder Kundendienststellen, bei denen die 
wasserdichte Verpackung ausgetauscht werden kann, besuchen Sie die 
Olympus-Website fur Ihre Region. 

Schlieften des Akku-/Kartenfachdeckels und der Buchsenabdeckung 





Hinweis: Die Stoli- und Wasserfestigkeit gilt nicht fur das im Lieferumfang enthaltene 
Zubehor (z.B. Ladegerat). 

*1 wie von Olympus-Druckprufgeraten entsprechend der Veroffentlichung zum IEC- 
Standard 529 IPX8 ermittelt - Dies bedeutet, dass die Kamera unter Wasser bei 
einem bestimmten Wasserdruck normal verwendet werden kann. 

*2 Diese Stofifestigkeit wurde unter Olympus-Testbedingungen nach MIL-STD-810F, 
Methode 516.5, Verfahren IV (Transit-Falltest) ermittelt. Weitere Informationen zu den 
Testbedingungen von Olympus finden Sie auf der Olympus-Website fur Ihre Region. 
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A 


VORSICHT 


A 


STROMSCHLAGGEFAHR 
NICHT OFFNEN 




VORSICHT: ZUR VERMEIDUNG VON STROMSCHLAGEN NIEMALS 
DAS GEHAUSE (ODER DIE GEHAUSERUCKSEITE) ENTFERNEN. DIESES 

PRODUKT ENTHALT keinerlei benutzerseitig zu wartende teile. 

UBERLASSEN SIE WARTUNGSARBEITEN QUALIFIZIERTEM FACHPERSONAL. 





A Das Ausrufungszeichen im Dreieck verweist auf wichtige Handhabungs- und 
Wartungsanweisungen in derzu diesem Produkt gehbrigen Benutzerdokumentation. 

AGEFAHR Die Nichtbeachtung der zu diesem Warnsymbol gehbrigen Informationen kann schwere 
Verletzungen mit Todesgefahr zur Folge haben! 

ACHTUNG Nichtbeachtung derzu diesem Warnsymbol gehbrigen Informationen kann Verletzungen 
mit Todesgefahr zur Folge haben! 

A VORSICHT Die Nichtbeachtung der zu diesem Warnsymbol gehbrigen Informationen kann leichte 
Verletzungen, Sachschaden sowie den Verlust von gespeicherten Daten zur Folge haben! 



ACHTUNG! 

DIESES PRODUKT NIEMALS NASSE AUSSETZEN, AUSEINANDER NEHMEN ODER BEI HOHER FEUCHTE 
BETREIBEN. ANDERNFALLS BESTEHT FEUER- UND STROMSCHLAGGEFAHR. 



Allgemeine Vorsichtsmaliregeln 



Die Benutzerdokumentation sorgfaltig lesen — Vor dem Gebrauch dieses 

Produktes erst die Bedienungsanleitung lesen. Bewahren Sie alle 

Benutzerhandbiicher und Dokumentationen zum spateren Nachschlagen auf. 
Reinigung — Vor der Reinigung dieses Produktes das Netzteil abtrennen. Zur 

Reinigung ein befeuchtetes Tuch verwenden. Niemals Losungsmittel, sich 

verfluchtigende oder organische Reinigungsmittel verwenden. 
Zubehor — AusschliefSlich von Olympus empfohlenes Zubehor verwenden. 

Andernfalls kann dieses Produkt schwer beschadigt und eine 

Verletzungsgefahr nicht ausgeschlossen werden. 
Nasse und Feuchtigkeit — Die Sicherheitshinweise zu spritzwasserfesten 

Produkten finden Sie im entsprechenden Abschnitt des Referenzhandbuchs. 
Standort — Urn Schaden an der Kamera zu vermeiden, sollten Sie die Kamera 

fest auf ein stabiles Stativ, Gestell oder auf einer Halterung befestigen. 
Stromversorgung — Es durfen ausschliefilich geeignete Stromquellen 

entsprechend des am Produkt angebrachten Typenschildes verwendet werden. 
Blitzschlag — Bei Netzbetrieb mit einem Netzteil muss dieses sofort von der 

Netzsteckdose abgetrennt werden, wenn ein Gewitter auftritt. 
Fremdkorper — Darauf achten, dass keine metallischen Gegenstande in das 

Produktinnere gelangen. Andernfalls konnen Sie Verletzungen davontragen. 
Hitze — Dieses Produkt niemals in der Nahe von Hitze abstrahlenden 

Vorrichtungen (wie Heizkorper, Ofen, Beluftungsoffnungen etc.) und Geraten 

(z. B. Hochleistungsverstarker etc.) betreiben oder aufbewahren. 
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Sicherheitshinweise bei der Kamerahandhabung 



A ACHTUNG 

# Die Kamera niemals in der Nahe von entflammbaren Oder explosiven 
Gasen verwenden. 

# Richten Sie niemals den Blitz oder die LED (Leuchtdiode) aus geringer 
Entfernung auf Personen (insbesondere Kleinkinder oder Sauglinge usw.). 

• Sie miissen mindestens 1 m vom Gesicht einer Person entfernt sein. Andernfalls 
kann die Blitzabgabe eine vorubergehende Einschrankung der Sehfahigkeit 
verursachen. 

# Kinder und Kleinkinder von der Kamera fernhalten. 

• Die Kamera stets so verwenden und aufbewahren, dass Kinder keinen Zugriff haben 
konnen. In den folgenden Fallen besteht die Gefahr von schweren Verletzungen: 

• Strangulierungs- und Erstickungsgefahr durch den Trageriemen der Kamera. 

• Versehentliches Verschlucken von Akkus, Speicherkarten oder sonstigen kleinen Teilen. 

• Versehentliches Auslosen des Blitzes bei zu geringem Augenabstand. 

• Verletzungen durch bewegliche Teile der Kamera. 

# Niemals die Kamera auf extrem helle Lichtquellen (Sonne, Scheinwerfer 
usw.) richten. 

# Die Kamera niemals an Orten verwenden, die starker Staubeinwirkung 
oder hoher Feuchtigkeit ausgesetzt sind. 

# Den Blitz bei der Blitzabgabe nicht beriihren oder verdecken. 

A VORSICHT 

# Die Kamera niemals verwenden, wenn an ihr ungewdhnliche Gerausche 
bzw. Geruchs- oder Rauchentwicklung festgestellt werden. 

• Es besteht Feuergefahr und Sie konnen Brandverletzungen davontragen. 

# Die Kamera niemals an Orten aufbewahren, an denen hohe 
Temperaturen auftreten konnen. 

• Andernfalls kann es zu ernsthaften Schaden an der Kamera kommen und die 
Kamera kann in Einzelfallen Feuer fangen. Niemals ein Ladegerat oder Netzteil 
betreiben, wenn dieses abgedeckt ist (z. B. durch eine Stoffdecke usw.). 
Andernfalls kann Uberhitzung mit Brandgefahr auftreten. 

# Die Kamera stets vorsichtig handhaben, um leichte Hautverbrennungen 
zu vermeiden. 

• Falls die Kamera Metallteile enthalt, kann es bei Uberhitzung zu leichten 
Hautverbrennungen kommen. Achten Sie bitte auf die folgenden Punkte: 

• Die Kamera erwarmt sich bei langerem Gebrauch. Wenn Sie die Kamera in 
diesem Zustand beruhren, kann es zu leichten Hautverbrennungen kommen. 

• Bei der Einwirkung extrem niedriger Temperaturen kann die Temperatur des 
Kameragehauses unterhalb der Umgebungstemperatur liegen. Bei extrem 
niedrigen Umgebungstemperaturen sollten daher Handschuhe getragen 
werden, wenn die Kamera gehandhabt wird. 

# Den Trageriemen vorsichtig handhaben. 

• Handhaben Sie den Trageriemen vorsichtig, wenn Sie die Kamera tragen. Er 
kann sich an hervorstehenden Gegenstanden verfangen und dadurch schwere 
Schaden verursachen. 

# Beruhren Sie die Metallteile der Kamera nicht fur langere Zeit bei 
niedrigen Temperaturen. 

• Hierdurch kann es ggf. zu Verletzungen an der Haut kommen. Benutzen Sie die 
Kamera bei niedrigen Temperaturen mit Handschuhen. 
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Sicherheitshinweise bei der Akkuhandhabung 



Bitte beachten Sie diese wichtigen Richtlinien, um das Auslaufen von 
Batteriefliissigkeit sowie das Uberhitzen, Entziinden oder Platzen des 
Akkus und/oder Stromschlage und Verletzungen zu vermeiden. 



A GEFAHR 

• Die Kamera arbeitet mit einem von Olympus spezifizierten Lithium-lonen-Akku. 
Laden Sie den Akku vor Gebrauch mit dem Ladegerat vollstandig auf. In keinem 
Fall darf ein ungeeignetes Ladegerat verwendet werden. 

• Akkus niemals stark erwarmen oder verbrennen. 

• Akkus stets so transportieren oder aufbewahren, dass sie nicht in Beriihrung mit 
metallischen Gegenstanden (wie Schmuck, Buroklammern, Nagel usw.) kommen. 

• Akkus niemals an Orten aufbewahren, die direkter Sonneneinstrahlung oder 
hoher Aufheizung durch Sonneneinstrahlung (z. B. im Inneren eines 
Fahrzeugs) oder durch eine Heizquelle usw. ausgesetzt sind. 

• Sorgfaltig alle Vorschriften zur Akkuhandhabung beachten. Andernfalls kann es 
zum Auslaufen von Batteriefliissigkeit oder zu Schaden an den Batteriepolen 
kommen. Niemals Akkus zerlegen, umbauen oder die Batteriepole verloten. 

• Falls Batteriefliissigkeit mit Ihren Augen in Beriihrung kommt, die Augen sofort 
mit klarem Wasser spiilen und sofort einen Augenarzt aufsuchen. 

• Akkus stets so aufbewahren, dass Kinder keinen Zugriff haben konnen. Falls 
ein Kind einen Akku verschluckt, sofort einen Arzt aufsuchen. 

A ACHTUNG 

• Akkus stets trocken halten. 

• Ausschliefilich fur die Verwendung mit diesem Produkt empfohlene Akkus 
verwenden. Andernfalls kann Batteriefliissigkeit austreten oder der Akku kann 
sich uberhitzen, entziinden oder explodieren. 

• Den Akku vorsichtig, wie in der Bedienungsanleitung beschrieben, einlegen. 

• Falls die Akkus nicht innerhalb der zulassigen Zeitspanne aufgeladen werden 
konnen, den Ladevorgang abbrechen und diese Akkus nicht verwenden. 

• Niemals einen Akku verwenden, der Risse aufweist oder anderweitig beschadigt ist. 

• Falls wahrend des Gebrauchs an Akkus Farb-, Form- oder sonstige 
Veranderungen festgestellt werden, die Kamera nicht weiter verwenden. 

• Falls Batteriefliissigkeit an der Haut oder Kleidung haften bleibt, die Kleidung 
entfernen und die betroffenen Stellen sofort mit klarem Wasser reinigen. Falls 
Hautverbrennungen auftreten, sofort einen Arzt aufsuchen. 

• Akkus niemals heftigen Erschiitterungen oder lang dauernden Vibrationen aussetzen. 

A VORSICHT 

• Den Akku vor dem Einlegen stets auf Leeks, Verfarbungen, Verformungen oder 
sonstige Beeintrachtigungen iiberpriifen. 

• Der Akku kann sich bei langerem Gebrauch stark erwarmen. Nach dem 
Gebrauch der Kamera erst etwas warten, ehe der Akku entnommen wird. 
Andernfalls besteht die Gefahr von leichten Hautverbrennungen. 

• Wenn die Kamera fur langere Zeit gelagert werden soil, unbedingt erst den Akku 
entnehmen. 
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Fur Kunden in Europa 

Das (CE)-Zeichen bestatigt, das dieses Produkt mit den europaischen 
Bestimmungen fur Sicherheit, Gesundheit, Umweltschutz und Personenschutz 
iibereinstimmt.. Mit dem (CE)-Zeichen versehene Kameras sind fur den 
europaischen Markt bestimmt. 

Dieses Symbol [durchgestrichene Mulltonne nach WEEE Anhang IV] weist auf 
die getrennte Rucknahme elektrischer und elektronischer Gerate in EU- 
Landern hin. 

Bitte werfen Sie das Gerat nicht in den Hausmull. 

Informieren Sie sich uber das in Ihrem Land gultige Rijcknahmesystem und 
nutzen dieses zur Entsorgung. 

Sicherheitshinweise zum Gebrauch des Akkus und Ladegerats 

Es wird ausdriicklich empfohlen, ausschliefilich einen Akku und ein Ladegerat zu 
verwenden, welche als Original-Olympus-Zubehor erhaltlich und spezifisch fur 
diese Kamera geeignet sind. 

Falls ein Akku und/oder ein Ladegerat einer anderen Ausfiihrung als Original- 
Olympus-Zubehor verwendet werden, kann es infolge von auslaufender 
Akkuflussigkeit, Uberhitzung, Funkenbildung zu Schaden am Akku, sonstigen 
Schaden und Verletzungen kommen, und es besteht Feuergefahr. Olympus haftet 
nicht fur Unfalle und Schaden, welche auf die Verwendung von Akkus und/oder 
Ladegeraten einer anderen Ausfiihrung als Original-Olympus-Zubehor 
zuruckzufuhren sind. 

Warenzeichen 

• IBM ist ein eingetragenes Warenzeichen der International Business Machines 
Corporation. 

• Microsoft und Windows sind eingetragene Warenzeichen der Microsoft 
Corporation. 

• Macintosh ist ein Warenzeichen der Apple Inc. 

• xD-Picture Card™ ist ein Warenzeichen. 

• Alle weiteren Firmen- und Produkteigennamen sind eingetragene 
Warenzeichen/Handelsmarken der jeweiligen Rechteinhaber. 

• Die Bilddatenverwaltung dieser Kamera unterstutzt die DCF-Norm ..Design Rule 
for Camera File System" der JEITA (Japan Electronics and Information 
Technology Industries Association). 
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Garantiebedingungen 

1 . Sollte an dem Produkt trotz sachgemafier Handhabung (entsprechend den Angaben in der zugehorigen 
Bedienungsanleitung) innerhalb von zwei Jahren nach dem Erwerb von einem autorisierten Olympus 
Handler ein Defekt auftreten, wird das Produkt innerhalb des Geschaftsbereiches der Olympus Imaging 
Europa GmbH, dessen Ausdehnung auf der Website http://www.olympus.com festgelegt ist, kostenlos 
repariert oder nach Wahl von Olympus umgetauscht. Wenn fur Reparaturarbeiten Garantieanspruche 
geltend gemacht werden sollen, mussen das Produkt und die Garantieurkunde vor Ablauf der zweijahrigen 
Garantiezeit bei der Verkaufsstelle oder jeder anderen autorisierten Olympus Kundendienststelle, in 
Ubereinstimmung mit der Website http://www.olympus.com des zur Olympus Imaging Europa GmbH 
gehorigen Geschaftsbereichs, vorgelegt werden. Innerhalb von einem Jahr ab dem Kaufdatum kann im 
Falle von Reparaturarbeiten entsprechend der Weltgarantie der Garantieanspruch an jeder beliebigen 
autorisierten Olympus Kundendienststelle geltend gemacht werden. Bitte beachten Sie, dass autorisierte 
Olympus Kundendienststellen nicht in alien Landern vorzufinden sind. 

2. Der Kunde hat das Produkt auf eigenes Risiko zum Olympus-Handler oder zum Olympus- 
Kundendienst zu transportieren und ist fur alle anfallenden Transportkosten verantwortlich. 

3. Innerhalb der Garantiezeit werden dem Kunden in den folgenden Fallen dennoch Kosten fur 
Reparaturarbeiten in Rechnung gestellt: 

(a) Fur Schaden, die auf unsachgemafie Handhabung (anders als die Hinweise in der 
Bedienungsanleitung) zuruckzufuhren sind. 

(b) Fur Schaden, die auf Reparaturen, Umbau, Reinigung etc. die nicht von einer Olympus- 
Kundendienstelle vorgenommen wurden, zuruckzufuhren sind. 

(c) Fur Schaden, die auf unsachgemafien Transport, auf Fall oder Erschutterungen etc. nach 
dem Kaufdatum zuruckzufuhren sind. 

(d) FurSchaden,dieauf Feuer, Erdbeben, Uberschwemmung, Unwetter und andere Naturkatastrophen, 
Umwelteinflusse oder nicht vorschriftsgemafie Spannungsversorgung zuruckzufuhren sind. 

(e) Fur Schaden, die auf unsachgemafle oder fahrlassige Lagerung (bei besonders hohen 
Temperaturen, hoher Luftfeuchtigkeit, in der Nahe von Insektiziden wie Naphtalin oder 
schadlichen Chemikalien etc.) bzw. unsachgemafle Wartung etc. zuruckzufuhren sind. 

(f) Fur Schaden, die auf verbrauchte Batterien etc. zuruckzufuhren sind. 

(g) Fur Schaden, die auf das Eindringen von Sand, Schlamm etc. in das Gerateinnere zuruckzufuhren sind. 

(h) Wenn diese Garantieurkunde nicht bei der Reparaturannahme vorgelegt werden kann. 

(i) Wenn die Eintragungen dieser Garantieurkunde bei den Angaben zum Jahr, Monat und Tag 
des Kaufdatums, Kundennamen, Handlernamen, zur Seriennummer etc. verandert wurden. 

(j) Wenn der Kaufbeleg (Kassenbon) nicht zusammen mit der Garantiekarte vorgelegt werden kann. 

4. Die Garantiebedingungen gelten ausschliefilich fur das Produkt selbst. Andere Teile, wie 
Tragetasche, Tragegurt, Objektivdeckel, Batterien etc. fallen nicht unter diese Garantie. 

5. Unter dieser Garantie ist Olympus ausschliefilich zu der Reparatur oder dem Umtausch dieses 
Produktes verpflichtet. Ausgeschlossen vom Garantieanspruch sind Folgeschaden oder -verluste 
jedweder Art fur den Kunden, die durch einen Defekt dieses Gerats hervorgerufen werden. Dies gilt 
insbesondere fur den Verlust von und/oder Schaden an Objektiven, Filmmaterial sowie sonstige 
Ausrustungen und Zubehorteile, die zusammen mit diesem Produkt verwendet werden, oder fur 
Gewinnausfall oder Einbufien jedweder Art, die aus einer Verzogerung der Reparaturarbeiten oder 
dem Verlust von Daten herruhren. Zwingende gesetzliche Bestimmungen sind hiervon nicht betroffen. 

Hinweise zur Ausfertigung der Garantieurkunde 

1 . Diese Garantie ist nur dann gultig, wenn die Garantieurkunde seitens Olympus oder eines autorisierten 
Handlers ordnungsgemafS ausgefullt worden ist oder sonstige Dokumente ausreichende Nachweise enthalten. 
Vergewissern Sie sich daher, dass Ihr Name, der Handlername, die Seriennummer und das Kaufdatum (Tag, 
Monat, Jahr) vollstandig und gut leserlich eingetragen sowie der Original-Kaufvertrag bzw. - Kaufbeleg 
(einschlieftlich Handlername, -adresse, Kaufdatum und Produktbezeichnung) der Garantieurkunde beigefugt 
sind. Olympus behalt sich das Recht vor, kostenlose Kundendienstleistungen zu verweigern, falls die 
Eintragungen in der Garantieurkunde unvollstandig oder unleserlich sind oder die oben genannten Dokumente 
nicht beigefugt bzw. die darin enthaltenen Eintragungen unvollstandig oder unleserlich sind. 

2. Es wird keine Ersatz-Garantieurkunde ausgestellt! Bewahren Sie diese Garantieurkunde daher sorgfaltig auf. 
* Fur das autorisierte, internationale Kundendienst- und Vertriebsnetz siehe folgende Website: 

http://www.olympus.com. 
Garantiebeschrankungen 

Olympus trifft keine Aussagen und gibt keine Zusicherungen oder Garantien, weder ausdrucklich noch 
konkludent, mittels oder bezuglich des Inhalts dieser schriftlichen Unterlagen oder Software ab, und ist 
keinesfalls haftbar fur Marktfahigkeit oder Tauglichkeit fur einen bestimmten Zweck oder fur etwaige 
direkte, beilaufige oder indirekte Schaden (insbesondere, jedoch nicht beschrankt auf Schaden hinsichtlich 
entgangenen Gewinns, einer Geschaftsunterbrechung oder des Verlusts von Geschaftsdaten) in Folge der 
Nutzung oder Einschrankung bzw. Unmoglichkeit der Nutzung dieser schriftlichen Unterlagen oder 
Software. Einige Lander gestatten den Ausschluss oder die Beschrankung der Haftung fur derartige 
Schaden nicht, so dass die vorstehenden Beschrankung bei Ihnen eventuell nicht angewendet werden. 



113 



CoflepxtaHue 



BbiHbTe M3 kopo6km 3tm npeAMeTbi 115 

noflroTOBbTe cpoTOKaMepy 116 

Bkjiiohmtg cpoTOKaMepy 118 

YcTaHOBMTe flaTy m Bpewin 119 

Bbi6epiiTe H3biK 121 

C-beMKa 122 

ripOCMOTp CHMMKOB 123 

OcHOBHbie onepamiM 124 

Khoiikm pe>KMMa cteMKM 124 

Pe>KMMbi SCN (cK»KGTHaa nporpaMMa) 125 

Pe>KMM MaKpOCbGMKM 125 

ABTOcnycK 126 

Pe>KMMbl BCnblLUKM 126 

OyHKUMsq skohommm 3apsi,qa aKKyMyrflTopa 126 

Memo m HacTpoMKM 127 

BepxHee mghio 127 

YflaneHne Bcex chmmkob 127 

rioflcoeflUHeHne cpoTOKaMepbi 128 

ripocMOTp Ha SKpaHe TeneBM3opa 128 

npniviasq nenaTb (PictBridge) 129 

riepeHoc M3o6pa>KGHMM 130 

riporpaMMHoe o6ecneHeHiie OLYMPUS Master 132 

TexHMHecKiie xapaKTepucTMKM 133 
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• nepefl ncnonb30BaHneM KaMepw BHwviaTenbHO npoHTme HacTonmee 

pyKOBOflCTBO. 

• ripe>Kfle hgm flenaTb Ba>KHbie cpOTorpacpnn, peKOMeHflyeM BaM cflenaTb 
npo6Hbie chmmkm, hto6n npuBNKHyTb k hoboi/i cpOTOKaiviepe. 

• Co6nK)flaMTe npaBuna TexHMKM 6e3onacHOCTM, npuBefleHHbie b KOHi^e 
HacTonmero pyKOBOfldBa. 

• MnniocTpauMM 3KpaH0B m cpOTOKaiviepbi b stom pyKOBOflCTBe cflenaHbi bo 
Bpeivisq pa3pa6oTKM m MoryT BbimnfleTb MHane neivi fleMCTBMTenbHoe M3flenne. 
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BblHbTe M3 KOpo6KM 3TH npeflMeTbi 




3apnAHoe Ka6enb USB Ka6enb AV KoiuinaKT-flMCK c 

ycTpoticTBO LI-50C nporpaMMHbiM 

o6ecneHeHneM 
OLYMPUS Master 2 

Ha pucyHKax He noKa3aHbi: riojiHoe pyKOBOflCTBO (KOMnaKT-flncK), OcHOBHoe pyKOBOflCTBO 
(HacTosmee pyKOBOflCTBo), rapaHTHMHan KapTa. KoMnneKT nodaBKM MO>KeT pa3nMHaTbcn b 
3aBMCHMOCTM ot MecTa npwo6peTeHHfl. 




# Hafle>KHO 3aTsiHMTe peivieiiJOK, HTo6bi oh He cocKonb3Hyn. 



floflroTOBbTe cfjOTOKaiviepy 



a. 3apaflMTe aKKyMyrmTop. 

o 

npuMenaHne 

# CymecTByeT flBa Tuna 3apnflHbix ycrpoi/iCTB aKKyiviynflTopoB LI-50C: OflHO - 
"c6tgbom Ka6enb", BTopoe - b BMfle "noflKHKDHaeMoro pa3teMa". 
B 3aBMCMMOCTM ot Toro, b K3K0M CTpaHe Bbi Kynnnn KaMepy, npunaraeivioe 
3apsiflHoe ydpoMCTBO MO>KeT npnHaflne>KaTb k OflHOMy v\nv\ BTopoMy Ti/iny. 
B KanecTBe npwviepa Mbi npuBOflUM noncHeHnsq b OTHOtueHMM 3apsiflHoro 
ydpoMCTBa Tuna "ceieBOM Ka6enb". Ecnn y Bac 3apsiflHoe ycipoMCTBO Tuna 
"noflKriKsnaeMbiM pa3teM", noflKJiiOHme ero HenocpeflCTBem-io k 
aneKTpuHecKOi/i po3eTKe. 



LLlHyp nuTaHun 



[DDI 
ID Dj 



CeTeBan 
po3eTKa 
nepeMeHHoro 

TOKa 




1/IOHHO-JlMTHeBbM 

aKKyMyjiflTop 



3apaAHoe 
ycTpoticTBO 



MHflMKaTOp 3apflflKM 



BKnioHeH: HfleT 3apsflKa 
BbiKnioMeH: 3apnflKa 3aBepweHa 
(BpeMH 3apnAKn: flpuMepHO 2 nacoB) 



# AKKyMynsuop nocTaBJweTCsi nacTUHHO 3apsi>KeHHbiivi. 



b. BcTaBbTe b cpoTOKawiepy aKKyMyrmTop w KapTy xD-Picture Card 
(npno6peTaeTcn OTAenbHo). 
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rioflroTOBbTe 4>OTOKaiviepy 




# BdaBbTe aKKy MyxifiTop b 

T3KOM OpiieHTaUMM KaK 

noKa3aHO Ha 
miniocTpauMM. 

Ecnn Bbi BcraBHTG aKKyMynaTop c 
HapyLueHweM nonnpHOCTM, to raiuepa 
He BKnioHMTCfl, fla>Ke ecnw 6yqeT 
Ha>KaTa KHonKa POWER. 



PyHKa cpMKcaTopa aKKyMyrmTopa 
HTo6bi yflannTb aKKyMynaTop, 
cflBMHbTe pyHKy 4>HKcaTopa 
aKKyMyriflTopa b HanpaBneHHH 
CTpenKM. 



30Ha K0HT3KT0B 




• CopMGHTkipyMTG KapTy, KaK noKa3aHO 
Ha pucyHKe, u BCTaebTe ee b me3flo 
flna KapTbi, M36eran nepeKoca. 

BcTaBrmi/rre KapTy flo 3a men km Ba HUH Ha MecTe. 



HToSbi BbiHyTb KapTy, h3>kmhtg Ha Hee flo KOHi^a 
n MeflneHHO OTnycTMTe. Bo3bMHTe KapTy 
nanbuaMM m BbiHbTe. 



# OoTorpacjDMpOBaTb KaiviepOM mo>kho m 6e3 KapTbi xD-Picture Card™ (b 
AaribHeMLueM "KapTa"). Ecdm KapTa xD-Picture Card He BCTaBneHa, Baujn 
chmmkm 6y,qyT 3anncbiBaTbca bo BHyTpeHHJOK) naiymTb. 
floflpoGHbie CBefleHMsq o KapTe npMBOflaTca b pa3flerie rioriHOM pyKOBOfldBe. 
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BKiiioHMTe (JjOTOKaiviepy 



3fleCb 06BS1CHSieTCS1, KaK BKJllOHMTb cjDOTOKaMepy b pe>KMMe CteMKH. 
a. YCTaHOBHTG flMCK pG>KMMOB B nOJlOWeHkie FJIHl] . 

ripW CpOTOCbeMKe (pe>KHM C"beMKH) 



flpM BHfleOCbeMKe (pe>KMM CbeMKH) 




ripH npOCMOTpe CpOTOCHHMKOB 

(pe>KHM npocMOTpa) 



POKMMbl 4>OTOCbeMKM 



SCN 
GUIDE 



3Ta cpyHKMMn no3BonneT p,enaib chhmkm c aBTOMaTMHecKMMH 

HaCTpOMKaMM 4>OTOKaMepbl. 

3Ta OoTOKaMepa aBTOMaTMHecm ycTaHaBnwBaeT ormiManbHyio 
Bbiflep>KKy n Anacpparruiy. 

3Ta cpyHKMMn yn/ieHbwaeT scpcpeKT CMa3biBaHHfl H3o6pa>KeHMfl 
BcneflCTBMe APowaHHH o6"beKTa hjiw cpoTOKan/iepbi bo BpeMH cteMKH. 

3Ta (pyHKMMn no3BonfleTflenaTb chmmkw, Bbi6npaa cueHy b 3aBMCMMOCTH 
ot ycnoBUM CbeMKM. 

3Ta (pyHKMMn no3BonaeT Bbi6npaTb Hy>KHbie HacTpoiiKW, cneflya 
pyKOBOflCTBy no cteMKe, OTo6pa>KaeMOMy Ha SKpaHe. 



b. Ha>KMMTe KHonKy POWER. 



KHonKa POWER 




r M fl BPEMfl 



OTMEHA »fi™ 



Ecnn flaTa m BpeMfl eme He 
ycTaHOBJieHbi, noflBfineTcn 

3T0T GKpaH. 



# MTo6bi BbiK/iKDHMTb cpOTOKaiviepy, h3>kmmtg KHonKy POWER ew,e pa3. 

A 



CoBeT 



HanpaBneHHfl KnaBMW Kypcopa (/\'\7<^][>) b flaHHOM 

pyKOBOflCTBe M306pa>KaiOTCn 3H3HKaMM /Y\7<X>. 



0 




118 



YcTaHOBMTe ,qaTy h Bpeivm 




T-M-fl (roA-Mecni4-fleHb) 
Macbi 

MUHyTbl 

OopMaTbi flaTbi (f-M-fl, M-fl-l", fl-M-f) 



BblXOA M3 SKpaHa HaCTpOMKM. 



a. Ha>KMMTe KHonKy ^>|2 n KHonny ^70 fl/ia Bbi6opa [V]. 

• flepBbie flBe uwcfcpbi rofla He n3MeHflK)Tca. 




KHonKa *\7ci) 



r M n BPEMfl 
20081 



OTMEHA »S 



b. Ha>KMMTe KHonKy [>4- 




C. fljlfl Bbl6opa [M] H3>KMMTG KHonKy 

m KHorncy ^70. 



r M A BPEMfl 



OTMEHA »«eh 



d. Ha>KMMTe KHonKy [>4- 
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YcTaHOBUTe flaTy n Bpeiuin 



e. Ann Bbi6opa [A] h3>kmmtg KHonKy 
m KHonKy ^70. 



f. Ha>KMMTe KHonKy . 

g. fljifl ycTaHOBKM nacoB h MHHyT 

H3>KMMaMTG KHOflKM H KHOnKy '\70. 

• BpeMfl OTo6pa>KaeTCfl b 24-nacoBOM cpopMaTe. 



h. Ha>KMHTe KHonKy [>^. 

i. flnsi BbiSopa [l7M/fl] h3>kmmtg KHonKy 

m KHonKy ^70. 



r M A BPEMfl 



2008 . 08 .0 



OTMEHA »S 





r m fl 


BPEMF1 






2008 .08.26 


12:|J]» r/M/fl I 






OTMEHA ♦menu 


yCTAH»[5Rl 





r m a 


BPEMfl 






2008 08 26 


12:30 < 






OTMEHA »meh 


yCTAH»(OK] 



llOCJie yKa3aHMfl BCeX 3HaHGHMM H3>KMMTG KHonKy @. 

• flflfl TOHHOL1 yCTaHOBKM BpGMeHH H3>KMHTG KHOnKy @, KOrfla MHflMKaTOp BpeMeHM yKa>KeT 00 

ceKyHfl. 




OTo6pa>KaeTca KOJiwnecTBO 
coxpaHneMbix (Jjotochmmkob. 
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Bbi6epMTe H3biK 



a. Ha>KMMTe KHonKy MENU fxnn OTo6pa>KGHti5i BepxHero mghio. 




b. Ha>KMMTe KHonKy [>4 Rnn Bbi6opa pe>KMMa [HACTPOMKA] m 

H3>KMMTG KHOFlKy @. 




c. Ha>KMMTe KHonKM <^>|2 n KHonny < \7<^), HTo6bi Bbi6paTb [feOD], 
a 3aTeM h3>kmmtg KHonKy @. 




d. Bbl66pMTG H3blK C nOMOIHbhO KJiaBMLLI 
KypCOpa M H3>KMMTG KHonKy @. 







PORTUGUES 




CESKY 


SVENSKA 




NEDERLANDS 


NORSK 




DANSK 


SUOMI 




POLSKI 


HRVATSKI 




HA3Afl»il 


yCTAH* OKI 
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C-beMKa 



a. Bo3bMMTe cboTOKaiuepy. 

ropn30HTanbHbiii 3axBaT 



BepTMKanbHbiM 3axBaT 






b. OoKyc. 





BM3HpHan MeTKa AO CBeTkiTca 3eneHbiM, Korfla 

CpOKyC H 3KCn03HMMfl 3aCpMKCHpOBaHbl. 

OToSpaxraioTCfl 3HaneHHfl Bbiflep>KKH m 
fluacpparMbi. 

Ecnn cpoTOKaMepa He MO>KeT npon3BecTM 
cpoKycupoBKy, BH3MpHan MeTKa AO HaHHHaeT 
MuraTb KpacHbiM MBeTOM. rionbiTaiiTecb 
3acpMKCnpoBaTb cpoKyc eu\e pa3. 



Bn3wpHafl MeTKa aBTOc})OKyca 
HaBeAHTe 3Ty paMKy Ha o6"beKT 

CteMKH. 



C. CHMMaMTe. 
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flpOCMOTp CHHMKOB 



a. YcTaHOBMTe ahck pg>kmmob b nojiomeHue [►]. 




a. HawMkiTe KHonKii m KHonKy [>£ a-tih OTo6pa>K6Hii5i CHMMKa, 

KOTOpbIM Heo6xOflMMO yAa/IMTb. 

b. Ha>KMMTG KHonKy Si' : 'l^. 



Ru 




c. Ha>KMMTe KHonKy HTo6bi Bbi6paTb [flA], a 3aTeM h3>kmmtg 

KHonny @, HTo6bi yflanMTb chmmok. 
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OcHOBHbie onepaukiki 



B pe>KMMe CbGMKM Mcnonb3yMTe flaHHbie KHOnKM flnsq 6biCTporo flOdyna k 
Han6onee nacTO i/icnonb3yeMbiM cpyHKU^flM. 




O KHonxa (MaKpopewuM) 

npn cteMKe KpynHbix nnaHOB (HanpuMep, u,BeTOB) ncnonb3yiiTe pe>KMM 

MaKpocteMKM, cynep-MaKpo min C-MaKpo J1AM. 
0 KHonKa (KoMneHcauna 3Kcno3MLtnn) 

flaHHaa HacTpoMKa wcnonb3yeTCsi p,na yMbnuneHHOM nepeflep>KKM (+) vam 

HeflOflep>KKn (-) CHMMKa. C noMombio KnaBniu Kypcopa BbiSepme Kaflp c HywHbiMH 

ycrraHOBKaMn n HawMMTe @. 
0 KHonKa [>£ (Pe>KMM BcnbiiuKu) 

BbiSepnTe oamh H3 4 pewHMOB BcnbiiuKM - aBTOMaTMMecKMM, c noflaBneHneM 

scpcpeKTa "KpacHbix ma3", npwHyflWTenbHafl BCnbiwKa nnn BCnbiwKa OTKmoneHa. 

O KHonKa ^70 (ABTOcnycK) 

ABTOcnyCK ncnonb3yeTCH flna 3aflep>KKM cnyCKa 3aTBopa npn6nn3HTenbHO Ha 12 
ceKyHfl nocne Hawaii KHOnKM. 
0 KHonKa © (OK/FUNC) 

OTo6pa>KaeT MeHK> cpyHKi^MM n no3BonaeT HacTponTb nacTO ncnonb3yeivibie b 

pe>KMMe CbeMKH CpyHKL(MM. 

TaioKe cny>KMTflnfl noflTBep>KfleHna n yCTaHOBKM Bbi6paHHbix nyHKTOB MeHK). 
0 KHonKa MENU (MENU) 

Ha>KMMTe flaHHyro KHOnKyflnsi o~ro6pa>KeHHH BepxHero MeHK). 
O KHonKa H/fl 

HajKMMTe H b pe>KHMe cteMKn, HToSbi nepeKniOHMTbCfl b pe>KMM npocMcnpa M 

OTo6pa3MTb nocneflHUM cflenaHHbm chhmok. 

0 KHOHKa H^l'i 

Ha>KMMaMTe J?-- b pe>KHMe cteMKn fljin BK/iKweHHH n BbiKnKweHHH cpyHKu,nn Shadow 
Adjustment Technology (TexHonornn ocBeuieHna TeHePi). flaHHaa cpyHKu.nn 
no3BonaeT noBbicnTb apKOCTb nnua o6"beKTa flawe npn cteMKe npoTMB CBeTa. 
Ha>KMMTe n yflep>KHBaiiTe fifc/'jjjf b pewi/iMe cteMKn, HTo6bi BbiBec™ Ha 3KpaH 
noflCKa3Ky c yKa3aHneM pacnono>KeHMsi KHonoK. 

0 KHonKa DISP./©/-< 

Ha>KMMTe KHonKy DISP./0/'<iHecKonbKO pa3, HToSbi OTo6pa3HTb rucTorpaMMy m 

KOMn03HL(MOHHyK) CeTKy. Bbl6epHTe HeoSxOflHMblM nyHKT MeHK) H H3)KMMTe 

DISR/©/ <i, HTo6bi BbiBec™ Ha flucnneii onucaHne era cpyHKijufi. 
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flaHHasq cjDyHKL^i/isi no3BonsieT nepeKJiKDnaTb KHOrwy SCN (Bbi6op ck)>kgthom 

npOrpaMMbl) B 3aBHCMMOCTM OT 06b6KTa CteMKM. 
O YCTaHOBUTe flMCK pG>KMMOB B nOJ10>KGHMG SCN- 

0 Ha>KMMTe ^Y\7, HTo6bi Bbi6paTb cio>KGTHyK) nporpaMMy, 3aTeM Ha>KMMTG @ 




PgjKMMbj gbgMKM SCN (ClOXtgr) 



nOPTPET 
JlAHflLLIA<t)T 
JIAHA.+nOPTP. 
HOM. CTdEMKA 
HOMb+nOPTPET 

cnoPT 

B nOMELL|EHI/ll/l 
CBEMA 



ABTOnOPTPET 
CBETJlblM nOPTPET 
3AKAT 
<DEI/1EPBEPK 
Kyjll/IHAPI/lfl 
MEPE3 CTEKJIO 
flOKYMEHTbl 
AYKL(MOH 



OOT. H BblB.1 
OOT. M BblB.2 

nnfi>K m chet 

l1PE-C"bEMKA BI/lflEO 
CHAnillOT nOfl BOflOM 

lump, yron nofl boaoi/i 1 
lump, yro/i nofl boaom 2 

MAKPO nOfl BOflOM 



( ^IH— ^ 

JXt flaHHbiii pe>KHM no3BonfleTt)30Torpa4)npoBaTbo6i3eKTbi c6nn3Koro paccTOHHua 
(10 cm -flnfl LuwpoKOyrojibHOro pe>KHMa; 30 cm -flna pe>KHMa "TenecpOTO"). 

sttt Mcnonb3yiiTe stot pejKMM npn (pOTorpacpupoBaHnn odteiua c paccTOflHua 
2 cm. B pe>KMMe $% nono>KeHne TpaHecpOKaTopa tpuKCupoBaHHoe. Ecnn 
paccTOHHHe Me>Kfly KaMepow m o6"beKTOM cteMKM 6onee 50 cm, to 
M3o6pa>KeHMe ByfleT He b apoKyce. 

ftf B pe>KMMe cynep-MaKpo naMna noflCBeTKM paSoTaeT, Korfla oSteKT HaxoflMTcn 

Ha paCCTOflHMM OT 7 CM flO 20 CM OT OSteKTMBa. fljlfl BKnKDHeHMfl naMnbi 

noflCBeTKM HajKMMTe KHonKy cnychca 3aTBopa flo nonoBUHbi. 
O Ha>KMMTG <3ft. 

0 Ha>KMMTG <3 [>, HT06bl Bbl6paTb[Ji], [ s %] MJ1M [sUf ], a 33TGM H3>KMMTG (§). 
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© Ha>KMMTe \/t^). MHflHKaTop aBTOcnycKa 

0 Ha>KMMTe ^S7, HT06bl Bbl6paTb [ON], 3aieM 
Ha>KMMTe @. 

© MTo6bi CflenaTb chmmok, h3>kmmtg KHOnKy cnycKa 

3aTBOpa nOHHOCTblO. 

• riocne HawaTWH KHonKM cnycKa 3aTBopa MHflMKaTop 
aBTOcnycKa 3aropaeTca nprnviepHO Ha 10 ceKyHfl, a 3aTeM HaHMHaeT MMraTb. riocjie 
npHMepHO 2 ceKyHfl MMraHMn HHflMKarapa flenaeTca chmmok. 




O Ha>KMMTe 

0 Ha>KMMTe <Q [>, HT06bl Bbl6paTb pe>KMM BCnblLUKM, 3aTeM H3>KMMT6 ®. 

© Ha>KMMTe KHOnKy cnycKa 3aTBopa HanonoBMHy. 
• KorAa BcnbiwKa BKJiKweHa, 3aropaeTcn MHflMKaTop ^ . 

© M~ro6bi CflenaTb chmmok, h3>kmmtg Ha KHOnKy cnycKa 3aTBopa normocTbio. 



3HanoK 


Pe>KMM BCnblLUKM 


OnMcaHMe 


AUTO 


ABTOMaTMHecKan 

BCnblLUKa 


BcnbiLUKa cpaBaTbiBaeT aBTOMaTMHecKM npw cnaSoM 

OCBemeHMM MJ1M C"beMKe npOTMB CBeTa. 


<§> 


BcnbiwKa c 
noflaBneHneivi 
scjDcpeKTa 
'VpacHbix ma3" 


Pe>KMM noflaBneHMfl 3cp4)eKTa 'VpacHbix ma3" 
cyLuecTBeHHO yivieHbLuaeT sto HBneHwe c noMombio 
cepMM npeflBapMTenbHbix BcnbiiueK nepen, 

CpaSaTblBaHMeM OCHOBHOM BCnblLUKM. 




ripMHyflMTenbHaa 

BCnblLUKa 


BcnbiLUKa cpaBaTbiBaeT He3aBMCMMO ot ycnoBMM 

OCBeLL^eHHOCTM. 


© 


OTKTlK)HeHMe 
BCnblLUKM 


BcnbiLUKa He cpaBaTbiBaeT. 



OVHKLlllfl 3KOHOMMM 3aD51fla aKKVMVnflTOpa 



• ECHM BO BpeMfl CbGMKM HMK3KMX flGMCTBMM He BbinOJlHHeTCfl B TeneHMe 3 

MMHyT, to c Lienbio 3KOHOMMM 3apsifla aKKyiviynsiTopa cpOTOKaiviepa 
aBTOMaTunecKM nepexoflMT b cnnixiMM pe>KMM. HawMMTe KHOnKy cnycKa 
3aTBopa nnn 3yMa aria aKTHBai^MM cpOTOKaiviepbi. 

• Echm cpOTOKaiviepa He ncnonb3yeTCfl b TeneHwe 15 MMHyT nocne nepexofla b 

CnflLLLMM pe>KMM, OHa aBTOMaTMHeCKM BblKTIIOHaeTCSI. MT06bl CHOBa BKTIIOHMTb 

cpOTOKaMepy, HawMMTe Ha monKy BKruoneHnsq nuTaHnsq. 
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MeHKJ H HaCTpOMKM 



C 



D 



O Ha>KMMTe MENU flnsi OTo6pa>KeHMsq BepxHero mghio. 



MENU 




-D-> 
mm 1 

BblXOfl»S yCTAH»|OKl 



BepxHee MeHto b pe>KMMe cbeMKM 

0 Bbi6epnTe nyHKTbi mshkd KnaBMwaMM Kypcopa ((£^^7<0D>) v\ h3>kmmt6 @, 

HT06bl yCTaHOBMTb MX. 

■ KAH-BO H30BP. 

YcTaHOBKa KanecTBa i«o6pa>KeHMfl no3Bo™eT BbinojiHHTb cten/iKy comacHO npeAHa3HaHeHMio chmmkob. 

■ CEPOC 

l/l3MeHeHne ycTaHOBneHHbix cpyHKL(MM cteMKM Ha 3HaHGHM3 no yMonnaHMK). 

■ MEHKD KAMEPbl 
HacTpoMKa napaivieTpoB cteMKM. 

■ HACTPOfiKA 

HacTpoMKa fla™, bpgmghm, swbiKa, 3ByKOB pa6oTbi Kaiviepw n T.fl. 

■ nAHOPAMA 

CteMKa m KOM6nHnpoBaHne naHopaMHbix chmmkob. flnn naHopaMHOM cteMKM 
Heo6xoflMMa Kapia Olympus xD-Picture Card. 

■ SCN (Ck)>k6t) 

riocne Toro, KaK Bbi6paH pg>kmm SCN. Bbi6epMTe CK»K6THyK) nporpaMMy, 

COOTBGTCTByiOlHyKD 06"beKTy M yCnOBMflM CteMKM. 

■ TMXMkl PEXHM 

BblKJlK)HGHMG pa60HMX 3ByKOB Kaiviepbi npM cteMKe m npocMOTpe, CMmanOB 
npeflynpe>KfleHM!q, 3ByKOB cpa6aTbiBaHMsq 3aTBopa m T.fl. 



c 



flaneHne Bcex chmmk 



O B BepxHeM m6hk) pe>KMMa npocMOTpa Bbi6epMTe 
[YflAJlEHME] -> [YflAJl.BCE] m h3>kmmtg @. 

0 Bbi6epMTe [flA] m h3>kmmtg @. 
• Bee chhmkh yAaneHbi. 





m 


Abce ByflE? y 


UAJ1EHO i 


QflA 


J> 


■ met 


HA3Afl»H 


yCTAH»IOKl 
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rioflcoeflMHeHne cfjOTOKaiviepbi 



flnsq npocMOTpa cflenaHHbix chmmkob Ha SKpaHe TeneBM3opa ncnonb3yMTe 
ayflno-BMfleo Ka6enb, kotophm bxoamt b KOMnneKT. npocMaipuBaTb mo>kho KaK 

CHMMKM, TaK M BMfle03anMCM. 

O riepefl noflKriKDHGHMGM y6eflMTecb, hto TeneBM3op m cpOTOKaiviepa 

BblKHKDHeHbl. CoeflMHMTe yHMBepCanbHblM pa3"beM CpOTOKaMepbl M 

BMfleoBxofl TeneBM3opa c noMOinbK) ayflno-BMfleo Ka6enn. 




KpbiujKa pa3"beMa AyflHO-BMfleo Ka6enb 
(BXOflHT b KOMnneKT) 



0 BKnKDHMTe TeneBM3op m ycTaHOBMTG era Ha npneivi BMfleocumana. 

• MHCpopMaLiMH 06 ycTaHOBKe TeneBH3opa Ha npweM BHAeocumajia npwBeAeHa b 
HHCTpyKqMM no 3KcnjiyaTaL(WM TejieBH3opa. 

© YCTaHOBMBflMCK pe>KMMOB B nOJlOHOHMe [3, H3>KMMT6 KHOnKy POWER, HT06bl 
BKJlKDHMTb CpOTOIOMepy. 

• Ha SKpaHe TejieBH3opa OTo6pa3MTca nocneAHwii cflenaHHbiM chhmok. C noMombio 
KnaBMLU Kypcopa Bbi6epme chhmkh fljia npocMOTpa. 
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C noMOi±(bHD npmiaraeivioro Ka6enn USB mo>kho noflK/iKDHMTb Kaiwepy Hanpaiviyio 
k PictBridge-coBMecTMMOMy npuHTepy fljia nenaTM chmmkob. 
O B pe>KMMe npocMOTpa BbiBeflMTe Ha SKpaH chmmok, npeflHa3HaneHHbiM flnsi 
nenaTM. 

0 rioflcoeflMHMTe oflMH KOHei4 npunaraeivioro Ka6ensq USB k yHMBepcanbHOMy 
pa3"beiviy Kaiwepbi, a flpyrow - k pa3"beiviy USB npuHTepa. 



YHMBepcanbHbiM 
pa3"beM 




KpbiujKa pa3"beMa 



Ka6ejib USB 



© Ha>KMMTe r^n/rDi- 

• HanwHaeTCfl npouecc nena™. 

• 3aKOHHHB nenaTb, OTCoeflUHMTe Ka6ejib USB ot 
4>OTOKaMepbi, KorAa OTo6pa>KaeTca SKpaH Bbi6opa 




VROE nEMAT CTAPT »,0, 
PC / HACTP nEHATM » |QK| 
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flepeHoc M3o6pa>KeHMM 



a. YcTaHOBHTe nporpaMMHoe o6ecneHeHne. 



O BdaBbTe KOMnaKT-flMCK OLYMPUS 
Master 2. 

0 Windows: HawMme Ha KHonKy 
"OLYMPUS Master 2". 
Macintosh: flBa>Kflbi menKHMTe no 
3H3HKy "Setup". 

© flanee cneflywie MHCTpyKunsiM Ha 
SKpaHe. 




b. rioflcoeflMHMTe cpoTOKaMepy k KOMnbiOTepy. 

O rioflcoeflMHMTe cpoTOKaMepy k KOMnbKyrepy c noMombio 
npunaraeivioro KaQenn USB. 

• MOHMTOp BKJIKHHTCH aBTOMaTMHeCKH. 



YHHBepcanbHbiM 1 

pa3"beM 




KpbiLUKa pa3teMa Ka6enb USB 

0 Bbi6epnTe Ha MOHwrope [PC] m HawMme 



• KoMnbioTep pacno3HaeT KaMepy KaK 

CteMHblti flMCK. 



USB 








c 


pc CD 




yppb i itMAT 






HACTP nEHATM 






BblXOfl 






yCTAH«IOKl 
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c. flepeHecMTe chmmkm Ha KOMnbiOTep. 



riocne noflKHHDHeHna 

CpOTOKaMepbl OTKpOMTG 

npnno>KeHMe OLYMPUS Master. 

Ha>KMMTe "riepeHec™ chmmkm" 
•» b OKHe npocMOTpa, a 3aieM 

Ha>KMMTe "1/|3 CpOTOKaMepbl" -,i . 

flanee cneflywTe MHCTpyKL(MflM Ha 
3KpaHe. 



KHonKa 'TlepeHecTM chmmkm" 







S2.-K? <uM^3± 


► - 




B 1MB 




H9j_l IrC BI. 



Ha 3aMeTKy 



flnsq nonyneHMfl flononHMTenbHOi/i MHCpopMai4MM o Hacipoi/iKe m 3KcnnyaTai4MM 
CpOTOKaMepbl cm. "lloriHoe pyKOBOflCTBO" Ha KOMnaKT-flMCKe. 
flnsq nonyneHMfl flonoriHMTenbHOM noflflep>KKM cm. cpaiin "CnpaBKa" b 
nporpaMMe OLYMPUS Master. 
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flporpaMMHoe o6ecneneHne OLYMPUS Master 



nporpaMMHoe o6ecneHeHne OLYMPUS Master: 
Mcnonb30BaHne flaHHoro nporpaMMHoro o6ecneHeHna 
no3BonsqeT 3arpy>KaTb chmmkm c Kaiwepbi, npocMaipuBaTb, 
ynopsiflOHMBaTb, peTyiiinpoBaTb, OTnpaBnsiTb no aneKTpoHHOM 
noHTe m nenaTaTb u,MCppoBbie chmmkm, pa6oiaTb c 
BMfleo3anMCsiMM, a TaioKe MHoroe npyroe! 




#CncTeMHbie Tpegogatuig 



oc 


Windows 2000 Professional/XP/Vista mjim Mac OS X (v10.3 v\nv\ 
6onee no3flHfla) 


npoLieccop 


Pentium 1 1 1 500 Mr~u,/Power PC G3 500 Ml~u/lntel Core Solo/Duo 1 .5 
ITu, wnw Sonee no3flHne BepcMM 


RAM 


256 MB hjim Sonee 


>KeCTKHii flMCK 


500 MB CBo6oflHOro npocTpaHCTBa hjim Sonee 


CoeflMHeHne 


nopTUSB/nopT IEEE 1394 


Mohhtop 


Pa3peiueHne 1 024 x 768 nMKcenePi wnw Bbiiue, MMHMManbHoe 
KOJinnecTBO L4BeTOB - 65 536 (Windows), 32 000 (Macintosh) 
(peKOMeHflyeTca He MeHee 16 770 000 u,BeTOB) 


flponee 


Internet Explorer 6 v\nv\ Sonee no3flHasi BepcMM (Windows), Safari 
1 .0 Mnn Sonee no3flHaa BepcMfl, QuickTime 6 wnw Sonee no3flHsifl 
Bepcufl (Macintosh) 



flnn nonyneHMa nocneflHen TexHMHecKOM MHCpopMaijMM noceTMTe Be6-caMT 
Olympus 

(http://www.olympus.com/) 




PerMCTpai4M» nonb30BaTerm 



flnsq aKTMBai4MM rapaHTMM, nonyneHMH yBeflOMneHMM 06 o6HOBneHMax 
nporpaMMHoro m MMKponporpaMMHOro o6ecneHeHMfl flnn cpOTOKaiviepbi, a 
TaioKe flnsq mhoto flpyroro 3aperMCTpMpyMTe cbokj cpOTOKaiviepy bo BpeMa 
ycTaHOBKM npMno>KeHMsq OLYMPUS Master. 
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TexHMMecKne xapaicrepncTHKn 



#OoTOKaMepa 

Tun M3flennfl 
CucTeMa 3anncH 
flocTynHoe 

l~loflflep>KHBaeMbie 
CTaHflapTbi 

3ByK K CHMMK3M 

BHfleo3anHcn 
riaMATb 

KOJIMHeCTBO CHMMKOB 1 

(npM nonHoii 3apnflKe 
aKKyMynnTopa) 
KonnnecTBO acpcpeKTHBHbix : 
nuKcenefi 

SneMeHT 3anncH : 

M306pa>KeHMfl 

06"bGKTHB : 

CucTeivia 3aMepa : 

3KCn03HL(MH 

Bbiflep>KKa : 
Pa6oHnw flnana30H cbeMKM : 



L4HcppoBaa dpoTOKaMepa (flnn cteMKH n npocMOTpa) 

L4wcppoBafl 3anwcb, JPEG (cornacHO CTaHflapTy Design rule for 
Camera File system (DCF)) 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 

PictBridge 

OopiviaT Wave 

AVI Motion JPEG 

BHVTpeHHflfl naMATb 

xD-Picture Card ot 16 M6flo 2 T6 (TypeH/M, Standard) 
ripniviepHO 260 

(Ha ocHOBe CTaHflapTa CIPAflnn n3MepeHHfl cpoKa cny>K6bi 
aneivieHTOB nwTaHMfl) 
10 100 000 nuKcenoB 

1/2,33-flK)MMOBan CCD-MaTpHqa (cpunbTp ocHOBHbix u,BeTOB), 
10 700 000 nuKcenoB (o6mee) 
OGbeKTMB Olympus 5,0 - 18,2 mm, f3,5 - 5,1 
(GKBHBaneHTHO 28- 102 mm Ha 35-mm KaMepe) 
L4HcppoBOH 3aMep ESP, ToneHHbiH 3aMep 

4 - 1/1000 ceK. 

0,5 m - co (W/T) (HopManbHbifi) 
0,1 m - oo (W), 0,3 m - co (T) (pe>KMM Ma«po) 
0,02 m - 0,5 m (TOJibKO W) (pewMM cynep-MaKpo) 
0,07 m - 0,2 m (TonbKO W) (C-MaKpo J1AM) 

2,7-flHDHMOBblM MBeTHOM >KMflKOKpHCTannMHeCKMM TFT-flMcnneM, 

230 000 ToneK 

npHMepHO 3,5 c (flfin cpa6aTbiBaHnn Ha noriHOii moujhoctk npn KOMHamoM 
TeMnepaiype, c npHMeHeHweM noriHOCTbio 3apa>KeHHoro aKKyMynaropa) 
YHMBepcanbHbiM pa3"beM (me3flo DC-IN p,nn ceieBoro aflanrepa, 
pa3teM USB, me3AO AA/ OUT) 
2000 - 2099 roAbi 

CooTBeTCTByeT CTaHflapiy IEC ny6ni<iKau,Mn 529 IPX8 (b ycnoBMnx 
McnbuaHMM OLYMPUS), flonycTMMa cteMKa noA boaom Ha rny5nHe 10 m 
KaiviepOM mo>kho nonb30BaTbcn noA boaoh npM yna3aHHOM AasneHHM BOflbi. 
CooTBeTCTByeT CTaHAapTy IEC ny6nnKauHM 529 IP6X 
(b ycnoBHnx McnbiiaHHM OLYMPUS) 

Ot -10°C flo 40°C (3KcnnyaTai4Mfi)/ ot -20°C ao 60°C (xpaHeHwe) 
Ot 30% ao 90% (aKcnnyaTauHn)/ ot 10% ao 90% (xpaHenne) 
Oahh MOHHO-nnTneBbiH aKKyMynflTOp Olympus (LI-50B) nnn ceTeBOH 
aAanTep nepeMeHHoro TOKa Olympus 

93,2 mm (111) * 61 ,4 mm (B) x 21 ,3 mm (6e3 BbiCTynafOLAMX nacTew) 
173 r (6e3 6aTapew m KapTbi) 



Mohmtop : 
BpeMfl noA3apnAKH : 

BCnbtLLIKW 

BHeujHMM HHTepcpewc 

ABTOMaTunecKHM KaneHAapb: 
BoAOHenpoHHuaeMOCTb 
Tun 

3HaneHne : 
ribineHenpOHMMaeMOCTb : 

OnepaqHOHHafl cucTeMa 

TeMnepaTypa 

Bna>KHOCTb 
riHTaHne 

Pa3Mepbi 
Macca 

0yH«u,Mfl "Shadow Adjustment Technology" (TexHonorna ocBeTneHun TeHew) ocHOBaHa Ha 
TexHonorMH, 3anaTeHTOBaHHOM KOMnaHHew Apical Limited. 



3> 

apical 
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moHHO-nnTneBbiM aKKyMyjiflTop (LI-50B) 



Tun M3flennfl 
HoMep MOflenn 
daHflapTHoe HanpsoKeHwe 
CTaHflapTHan eMKOCTb 
CpoK cny>K6bi 
aKKyMyriflTopa 
OnepauHOHHaa cucTeivia 
TeivinepaTypa 



Pa3Mepbi 
Macca 



MOHHO-JIMTUGBblLi aKKyMyflHTOp 

LI-50BA / LI-50BB 
3,7 B nocT. TOKa 
925 mAh 

Okojio 300 nonHbix 3apnflOK (3aBMCMT ot npHMeHeHun) 



Ot 0°C flo 40°C (3apnflKa)/ 
ot -1 0°C flo 60°C (aKcnnyaTaunfl)/ 
ot -1 0°C flo 35°C (xpaHeHiie) 
34,4 x 40,0 * 7,0 mm 
flpuMepHO 20 r 



>3apflflHoe ycTpowcTBO (LI-50C) 



HoMep MOflenn 
Tpe6oBaHMfl k nuTaHHio 
Bbixofl 

l~lpOflOn>KHTeJ1bHOCTb 
3apflflKM 

OnepauHOHHaa cucTeMa 

TeMnepaTypa 
Pa3Mepbi 
Macca 



LI-50CAA / LI-50CAB / LI-50CBA / LI-50CBB 
100 - 240 B nepeM. TOKa (50 - 60 
4,2 B, 700 mA nocTOAHHoro TOKa 
flpuMepHO 2 nacoB 



Ot 0°C flo 40°C (aKcnnyaTaunn)/ ot -20°C flo 60°C (xpaHeHne) 
62,0 * 23,8 * 90,0 mm 
flpuMepHO 70 r 



#Mcnojib30BaHne npn hm3kmx TeMnepaTypax 

Pa6oTocnoco6HOCTb npno6peTaeMoii OTflenbHO KapTbi naMHTH Olympus xD-Picture Card m mohho- 
nuTweBoro aKKyMynaTopa rapaHTHpyeTca flo TeMnepaTypbi 0°C. TeM He MeHee, 6binn npoBefleHbi 
TecTbi cneflyHDiMMX aneMei-rroB npn Hcnonb30BaHMLi c flaHHbiM M3flenneM npn TeMnepaTypax flo 
-10°C. 

Olympus xD-Picture Card 





16 MB 


32 MB 


64 MB 


128 MB 


256 MB 


512 MB 


1 GB 


2 GB 


Standard 


✓ 


✓ 




✓ 




✓ 






TypeM 












✓ 


✓ 


✓ 


TypeH 












✓ 


✓ 


✓ 



s : Pa6oTocnoco6HOCTb noflTBep>KfleHa 

MoHHo-nnTMGBbiM aKKy MyrmTop Olympus 

LI-50B 

• B ycnoBnax hm3kmx TeMnepaTyp KormHecTBO coxpai-meMbix cpotochmmkob yMeHbiuaeTCfl. 

KoHCTpyKUMfl m TexHHHecKne xapaKTepwcTHKH MoryT 6biTb M3MeHeHbi 6e3 npeflBapnTeribHoro 
yBeflOMneHMfl. 
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Mepbi npeflocTopo>KHOCTM 



BA>KHA51 MHO0PMAUM51 O OYHKI4M51X 
BOflOHEnPOHMUAEMOCTM M YflAPOnPOHHOCTM 



BoflOHenpoHMijaeMOCTb: BOflOHenpoHHuaeMOCTb rapaHTupyeTCfl 1 Ha rny6nHe flo 
10 m BTeneHneflo oflHoro naca. BOflOHenpoHHuaeMOCTb MO>KeT 6biTb HapyiueHa, ecnn 
Kaiviepa noflBepraeTCH flnnTenbHOMy v\nv\ n36biTOHHOMy cpn3MMecKOMy B03,qeiiCTBHK>. 
YflaponpoHHOCTb: yqaponpoHHOCTb rapHTupyeT* 2 3aiflHTy KaMepbi ot cnynaMHOro 
B03fleiiCTBHfl bo BpeMfl noBceflHeBHoro wcnonb30BaHHH BaiueM u,wcppoBOii 
nopTaTMBHOM Kawiepbi. <t>yHKL(Mfl yflaponpOMHOCTH He oSecneHMBaeT 6e3ycnOBHOM 
3amn™ ot nio6bix nOBpe>KfleHMM npn 3KCnnyaTau,nn nnn >Ke ot BHeiuHMX 
noBpe>KfleHnii. TaKne BHewHwe noBpe>KfleHHfl, KaK uapani/iHbi wnw Bbi6onHbi Ha 
Kopnyce, He o6ecneHHBaiOTCfl rapaHTneki. 

Taioxe KaK n npn paSoTe cflpyrnMM sneKTpoHHbiMn ycrpoifcTBaMH, flna coxpaHeHna 
L(enocTHOc™ n pa6oTOcnoco6HOc™ Baweii Kaiviepbi HeoSxoflHMO npaBunbHO c Hew 
oSpamaTbca h BbinoriHflTb Haflnewaiflee TexHwnecKOe o6cny>KHBaHne. B u,enax 
noflflep>KaHHfl pa6oTOcnoco6HOc™ KaMepbi, noKanywcra, OTHecnTe ee b 6nn>KaMLUMM 
ynonHOMOHeHHbiM cepBMCHbm ueHTp KOMnaHMi/i Olympus flnsi ocMOTpa, ecnn Kaiuiepa 
noflBeprnacb nio6oMy cwnbHOMy cpM3HHecKOMy B03flewCTBHio. B tom cnynae, ecnn 
Kaiviepa noBpe>KfleHa BcneflCTBue HeocropowHOc™ nnn HeHaflnewamero 
ncnonb30BaHMfl, pacxoflbi Ha ee cepBuc i/inn o6cny>KHBaHMfl He o6ecneHHBaiOTCH 
rapaHTneii. flnsi nonyneHMfl flononHMTenbHOki MHCpopMau.nn OTHOCMTenbHO rapaHTHM, 
nowanyncTa, noceTMTe B36-caMT KOMnaHnn Olympus flna Baiiiew CTpaHbi. 
no>KanyiiCTa, co6nK>flawTe cneflyiomne npaBuna oSpameHna c KaMepon. 

nepefl ncnojib30BaHneM: 

• ripoBepaMTe Kaiviepy Ha OTcyTCTBue nHopoflHbix Ten, BKntOHaa rpsi3b, nbinb w necoK. 

• ySeflHTecb b tom, hto KpbiiuKa OTceKa aKKyiviynflTopa/KapTbi n KpbiniKa pa3"beivia 
nnoTHO 3aKpbi™ h Kax<flafl 3acpnKCnpoBaHa co menHKOM. 

• He OTKpbiBakiTe KpbiiuKy OTceKa aKKyiviynflTopa/KapTbi n KpbiiuKy pa3teMa mokpumm 
pyKaMM, Haxoflficb nofl boaom v\nv\ >Ke bo BnawHOH v\nv\ nbinbHOM cpefle (Hanpniuiep, 
Ha nnawe). 

riocjie McnonbgOBgHtig: 

• Hacyxo npoTupaMTe KaMepy n yflan^HTe OTJiOKeHna Ha Kopnyce nocne 
Mcnonb30BaHHfl Kawiepbi nofl boaoh. 

• nocne kicnonb30BaHHH KaMepbi b MopcKoii Bone noiiowkiTe Kaiviepy b Benpo c 
npecHOM BOfloPi npn6jiM3MTenbHO Ha 10 MkiHyT (KpbiiuKa OTceKa aKKyiviynaTopa/ 
KapTbi m KpbiiuKa pa3-beivia floiiwHa 6biTb nnoTHO 3aKpbua). nocne STOro 
BbicyiunTe Kaiviepy b TeHM npn xopoweu BeHTunfujun. 

• KanjiM BOflbi MoryT OKa3aTbca Ha BHyTpeHHePi noBepxHOCTM KpbiujKM OTceKa 
aKKyMynfiTopa/KapTbi mjim Ha KpbiuiKM pa3i>eMa nocne OTKpbiTna Ka>KflOM 
KpbiujKM. Ecjim o6Hapy>KeHbi KaniiM BOflbi, TmaTenbHO npoTpnTe KpbiiuKy nepefl 
Mcnonb30BaHneM KaMepbi. 

nocne McnanbgOBaHMg 

• nocne wcnonb30BaHHsi KaMepbi b rpa3HOM m nbinbHOM cpefle, BKmOMasi rp^3b, nbinb m 
necoK HHOpoflHbie MaTepnanbi MoryT npunennTbca k KpaflM KpbiiiiKM o6-beKTHBa, 
3aTpyflHflfi flBM>KeHne kpniukh. 

pn npoflon>KeHMH ncnonb30BaHM!i Kawiepbi MO)KeT nOBpeflHTbca o6i.eKTHB nnn 
KpbiiuKa obteKTUBa nepecTaHeT flBuraTbca, npuBefla Tewi caMbiM k HencnpaBHOCTM. 
flna Toro HT06bi M36e>KaTb STOro, Heo6xoflHMO npowibiTb KaMepy, pyKOBOflCTByacb 
cneflyioiflUMM yKa3aHHHMM. 
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© BcTaBbTe aKKyMynsiTop m nnoTHO 3aKpofiTe 

KpbiujKy OTceKa aKKyMynnTopa/KapTbi n 

KpbiiuKy pa3teMa, 3a4)MKCnpyMTe Ka>xflyio co 

menHKOM. 
(D HanonHMTb Beflpo npecHOM BOflofi, 

noiviecTMTb KaMepy b BOfly noBepxHOCTbK) 

06"beKTMBa BHM3 H SHeprUHHO nOTp^CTM 

Kaiwepy. 

(D HecKonbKO pa3 b BOfle Ha>KaTb Ha KHonKy POWER, HToSbi HeoflHOKpaTHO OTKpbiBaTb 

M 3aKpblBaTb KpblLilKy 06"beKTMBa. 
© Bfl06aBOK, nOTpflCTH KaMepy C OTKpblTbIM OBteKTHBOM. 

BbinonHMTe warn c © no ©, 3aTeM npoBepbTe, nnaBHO nw nepeMemaeTca KpuiuKa 
o6"beKTHBa. 

B cnyMae HapyweHHa nnaBHoro nepeMemeHwa KpbiiuKu o6teKTMBa, npoMOiVre 
nepeflHKJKD noBepxHOCTb oBteKTUBa nofl cunbHOM CTpyew BOflonpoBOflHOM BOflbi, npn 
3tom HecKonbKO pa3 Ha>KaB KHonKy POWER. 
XpaHeHne m o6cny>KHBaHne 

• He ocTaBJiflfiTe KaMepy npn BbicoKOki TeMnepaType OKpywaiomeii cpeflbi (40°C wnw 
Bbiiue) hjim npn hh3kom TeMnepaType (-10°C nnn Hnwe). 3to MOJKeT npuBecTM k 
HapyiueHMK) BOflOHenpoHnu,aeMOCTn. 

• fljia hmctkm cpOTOKaMepbi, yflaneHHa pwaBHHHbi, noMyTHeHHH, npn BbinonHeHnn 
peMOHTa n t. fl. He ncnonb3yfiTe xnMnnecKne BemecTBa. 3to MO>KeT npuBecTM k 
HapyiueHMK) BOflOHenpoHwu,aeMOc™. 

• He ocTaBnniiTe KaMepy b BOfle Ha flonroe BpeMH. Heco6mo,qeHne 3TOro 
npaBuna MO>KeT npuBecTM k noBpewfleHMio Kopnyca KaMepbi m/mjim k 
HapyiueHMK) ee BOflOHenpoHMuaeMOCTH. 

• KpoMe Toro, He npoMbiBafiTe KaMepy nofl CTpyeii BOflbi H3 BOflonpoBOflHoro KpaHa. 

• HTo6bi coxpaHMTb BOflOHenpoHMijaeMOCTb (noflo6HO jiK>6oMy npyroMy 6oKcy 
Ann noflBOflHoPi cteMKM), peKOMeHflyeTCH eweroflHO 3aMeH3Tb 
BOflOHenpoHMLtaeMoe ynnoTHeHkie (11 npoKnaflKn). 

klHCpopMaL|MK> o flMCTpn6bK)Topax Olympus h nyHKTax o6cny>KMBaHM5i, b 
KOTopbix mo>kho 3aMeHMTb BOflOHenpoHm,aeMoe ynnoTHeHMe, MO)KHO HaMTM Ha 
BeGcaMTe KOMnaHMM Olympus ajih BawePi CTpaHbi. 

3aKpbiTne KgbiujKM OTceKa aKKywiyjiflTopa/KapTbi m KgbiujKM gag^gMg 















i \ 







KpbiLUKa OTceKa aKKyMynaTopa/KapTbi 




npuMenaHne: nocTaBnaeMbie flononHMTenbHbie npwHaflnewHOc™ (HanpuMep, 

3apaflHoe ycTpoMCTBo) He oBnaflaiOT yflaponpo4HOCTbK> vam BO,qoHenpoHnu,aeMOCTbK). 

*1 KaK onpefleneHO oSopyflOBaHneM flna M3MepeHMfl flaBneHna Olympus b 
cooTBeTCTBMM co CTaHflapTOM I EC ny6nnKaL4MM 529 IPX8 - 3to 03Ha4aeT, hto 
KaMepa MO>KeT ncnonb30BaTbCfl nofl BOfloii npn yK33aHHOM flaBneHnn BOflbi. 

*2 YflaponpoHHOCTb noflTBep>KfleHa b ycnOBnax TecTupoBaHna Olympus b 
cooTBeTCTBMM c MIL-STD-81 OF, MeTOfl 516.5, npoue,qypa IV (ncnbiTaHne Ha 
nafleHne c nepeMeHHOM Bbico™). noflpoSHee 06 ycnoBnax TecTupoBaHna Olympus 
mo>kho y3HaTb Ha BaB-cafiTe Olympus flna Barnes CTpaHbi. 
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A 



OCTOPOKHO 



OnACHOCTb nOPA>KEHHa 
3J1EKTPMHECKMM TOKOM 
HE OTKPblBATb 



OCTOPOTKHO: BO M3BE>KAHME nOPA>KEHMa 3nEKTPHMECKMM TOKOM 
HE CHMMAMTE KPblWKY (MJ1H 3AflHIOIO nAHEJlb). BHYTPM 
OOTOKAMEPbl HET flETA/lEM, HY>KflAIOlHHXCfl 
B BALUEM OBCfiy>KMBAHMM. 
flOBEPbTE TEXHMMECKOE 0ECJ1Y>KHBAHHE 
BblCOKOKBAnM«HL(MPOBAHHOMy CEPBMCHOMY nEPCOHAJiy 
OLYMPUS. 



A 
A 
A 
A 



OCTOPOXfflO 



BocKnwLiaTenbHbiM 3HaK, 3aKJiioHeHHbiM b TpeyronbHUK, oSosHanaeT b 
conpoBOA^iTertbHofi flOKyMeHTaMMM Ba>KHbie wHCTpyKuwi/i no 3KcnnyaTai4nn m yxofly. 



HeBbino^HeHMe peKOMeHflaMMti, oSo3HaneHHbix 3tmm cmmbo/iom, npw ncnonbsoBaHww 
flaHHoro visnemn MoweT npuBecTH k cepbe3HbiM TpaBMaM v\nv\ CMeptenbHOMy wcxoAy. 



HeBbinonHeHwe peKOMeHflaMMM, o6o3HaneHHbix stmm cmmbo/iom, npw tfcnonbsoBaHi/m 
flaHHoro M3Aenna MoweT npuBecTM k TpaBMaM wnn CMepTe/ibHOMy wcxofly. 



nPEflynPEM^EHME HeBbino/meHwe peKOMeHflaMMti, oSo3HaneHHbix 3tmm cmmbo/iom, npw i/icnonbsoBaHww 
AaHHoro M3flennfi MoweT npwBec™ k TpaBMaM hmskow CTeneHU TSWKecTM, noBpe^eHMio 
o6opyAOBaHM?i v\m noTepe LieHHbix flaHHbix. 



OnACHO! 

BO M3BE>KAHME B03rOPAHM?I 11 JIM nOPA)KEHHfl 3J1EKTPMHECKMM TOKOM, HM B KOEM CJ1YHAE HE 
PA3EHPAflTE M3flEJlHE, HE nOflBEPrAPlTE H3flEHME B03flEI/ICTBL1K) BOflbl M HE SKCniiyATMPyPlTE 
EfO nPM BblCOKOPl BJ1A>KH0CTM OKPy>KAtOIHEtf CPEflbl. 



06u4ne Mepbi npeflocTopo>KHOc™ 



ripoHMTSMTG Bee MHCTpyKLiMn — nepefl Mcnonb30BaHneM M3flennfl npoHMTawTe 

Bee MHCTpyKL(MM no 3KcnriyaTai4MM. CoxpaHMTe Bee TexHunecKne pyKOBOflCTBa 

m flOKyMeHTai4MK) flnsq flanbHeMLuero ncnonb30BaHnsq. 
OnucTKa — nepefl ohmctkom o6n3aTenbHO OTcoeflMHsiMTe M3flenne ot 

aneKTpoceTM. flnn ohmctkm mo>kho ncnorib30BaTb TonbKO BnawHyio TKaHb. 

Henb3si ncnonb30BaTb flnsi ohmctkm >kmakmg mjim aapo3onbHbie OHMinatou^MG 

cpeflCTBa, a TaioKe nK>6bie opraHMnecKMe pacTBopMTSJiM. 
AKceccyapbi — flna BaujeM 6e3onacHOCTM, a TaioKe bo M36e>KaHMe 

noBpe>KfleHM!q M3fleriM!q Mcnorib3yMTe To/ibKO aKceccyapw, peKOMeHflOBaHHwe 

cpMpMOM Olympus. 

Bofla m Bnara — Mepw npeflOCTopowHOc™ flnn BJiaro3aw,MTHbix M3fleriMM 

onMcaHbi b pa3flenax o zamyne ot B/iarM. 
Pa3MemeHMe — Hafle>KH0 ycTaHaB/iMBaMTG M3flenMe Ha LUTaTMB, CTOMKy mhm 

6peKeT, HTo6bi M36e>KaTb noBpe>KfleHMsq M3fleriMsq. 

MCTOHHMKM nMTaHMfl — riOflKJlKJHaMTe flaHHOe M3flenMe TOJlbKO K TOM 
MCTOHHMKaM nMTaHMfl, KOTOpbie yKa3aHbl Ha M3flenMM. 

Mojihmm — Ecjim bo BpeMsq Mcnonb30BaHMsi ceTeBoro aflanTepa nepeivieHHoro 
TOKa HaHMHaeTcn rpo3a, HeMeflneHHO BbiHbTe BMriKy aflanTepa M3 po3gtkm. 

riocTopoHHMe npeflMeTbi — Bo M36e>KaHMe TpaBM 3anpew,eHO BCTaBnsrrb b 
M3fleriMe MeTannMnecKMe npeflMeTbi. 

Tenno — Henb35i Mcnonb30BaTb mtim xpaHMTb flaHHoe M3fle™e paflOM c TaKMMM 
MCTOHHMKaMM Tenria KaK OTonMTeribHbie 6aTapeM, TennoBbie 3acrioHKM, nenM m 
nK)6oe o6opyflOBaHMe mtim ycTpoi/iCTBa, BbiflensqioLLiee Tenno, b t.h. 
ycMJTMTenM CTepeocMCTeM. 
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06pau4eHne c cpOTOKawiepoii 



D 

A OCTOPO>KHO 

# Henb3H nonb30BaTbCFi 4>OTOKarviepoM pflflOM c ropiOHiiMki mum 
B3pbiBOonacHbiMM ra3aMM. 

# He Mcnonb3yMTe BcnbiLUKy m LED npM cteMKe niofleM (wmafleHueB, 
ManeHbKnx fleiePi m t.a.) c 6riM3Koro paccTonHnn. 

• ripw CbeMKe co BcnbiwKoi/i pacnonarafiTe cpoTOKaMepy He 6rm>Ke 1 m ot HenoBenecKHX ni<m. 
CpaSaTbiBaHne BcnbiwKH paflOM c rna3aMH nenoBeKa MO>KeT npuBecTH k BpeMeHHOM noTepe 

3p6HMfl. 

# He .qaBaMTe cpoTOKaMepy fleTAM m MnaaeHuaM. 

• Bcerfla ncnonb3yi/iTe n xpaHMTe cpoTOKaMepy BHe npeflenoB flocnraeMOCTM flnn ManeHbKHX 
fleTeii m MnafleHqeB bo n36e>KaHne cneflyjomMX CMTyauHW, b KOTopbix ohm MoryT nonyMMTb 
cepbe3Hbie TpaBMbi: 

• Pe6eHOK MO>KeT 3anyTaTbcn b peMeLUKe cpoTOKaiviepbi, hto npuBefleT k yflynieHMK). 

• Pe6eHOK MO>KeT cnynaMHO npornoTMTb aKKyMynaTop, KapTbi naMflTM wrm APyrne MeriKwe 
fleTariH. 

• Pe6eHOK MO>KeT ocnennTb BcnbWJKoPi ce6n ww flpyrux fleTeii. 

• Pe6eHOK MO>KeT nonynkiTb TpaBMy ot flBH>xyu4Hxcfl p,eianev\ cpoTOKaMepbi. 

# He CMOTpMTe Ha co/iHue mum flptcue naMnbi, Mcnonb3yn cpoTOKaMepy. 

# Henb3n xpaHMTb cfroTOKawiepy b nbuibHbix mjim BJia>KHbix noMemeHMflx. 

# He HaKpbieaMTe pyKOM BcnbiLUKy bo Bpeivm ee cpa6aTbiBaHiin. 

A nPEflynPE>KflEHME 

# HeMeflneHHO npeKpaTMTe Mcnonb30BaHMe cpoTOKaMepbi npM noflBJieHtw 
Heo6biHHoro 3anaxa, ujyMa mjim flbiMa. 

• He TporaHTe aKKyMynaTop ronbiMn pyKaMM - Bbi MO>KeTe o6>KeHbCfl. 

# He ocTaBriHMTe cpoTOKaMepy b MecTax, rfle 0Ha mokst noflBepmyTbCH 

B03fl6MCTBMK) 0H6Hb BblCOKMX TeMnepaTyp. 

• 3to MO>KeT npuBecTM k yxyflLiieHMK) xapaKrepucTHK ee aneMei-rroB, a, b HeKOTopbix cnynanx, 
cpoTOKaMepa MO>KeT 3aropeTbca. He HaKpbiBai/iTe (HanpwMep, oflennoM) 3apnflHoe 
ycTpowcTBO mjim ceTeBow aflamep nepeMeHHoro TOKa bo Bpeivm ncnonb30BaHMfl. 3to MO>KeT 
npuBecTM k neperpeBy m nonopy. 

# Bo M36e>KaHMe HM3KOTeMnepaTypHbix o>KoroB, o6pamaPtTecb c 

C|50TOKaMepOM OCTOpO>KHO. 

• riocKoribKy cpoTOKaMepa coflepwwT MeTannHHecKne fleTann, ee neperpeB MO>KeT npuBecTM k 
HM3KOTeMnepaTypHbiM o>KoraM. ripHMUTe bo BHMMaHne aneflyromee: 

• ripn npoflon>KMTenbHOM ncnonb30BaHnn cpoTOKaMepa HarpeBaeTcn. flepwa cpoTOKaMepy b 
3tom cocToaHMM, mo>kho nonyHMTb Hi/i3KOTeivinepaTypHbii/i o>Kor. 

• ripn KpaMHe HM3KHX TeMnepaTypax OKpywafOLqeii cpeflbi Kopnyc cpoTOKaMepbi MoweT 
oxnaflMTbcn flo TeMnepaTypbi Hn>xe OKpy>xaK)inefi. I~lpn hh3kmx TeMnepaTypax, no 
bo3mo>khoctm, flepwwTe cpoTOKaMepy b nepnaTKax. 

# CneflMTe 3a peMeiuKOM. 

• CneflMTe 3a peMeniKOM, Ha kotopom bmcmt cpoTOKaMepa. Oh MO>KeT nerKO 3ai4enHTbca 3a 
pa3nnHHbie BbicTynafomne npeflMeTbi n CTaTb npunnHOM cepbe3Hofi TpaBMbi. 

# npM hm3kmx TeMnepaTypax He flep>KMTecb flonro 3a MeTannMHecKMe 
.qeTaxiM Kaiuepbi. 

• 3to MO>KeT npMBecTM k noBpe>KfleHHK) ko>km. B ycnoBHnx hm3khx TeMnepaTyp pa6oTaPiTe c 
KaMepoPi b nepnaTKax. 
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Mepbi npe,qocTopc»KHOCTki npii iicnoJib30Bamiii aKKyiviyjiflTopa 



60 H36e>KaHMe npoTGHKM, neperpeBa, B03ropaHnn mjim B3pbiBa aKKyMyjiflTopa, nopaweHMfl 
sneKTpMHecKMM tokom MJiH npiiHHHGHMn oworoB npM ero Hcnonb30BaHHM, cneflywTe 

HM>KeyKa3aHHblM Ba>KHblM HHCTpyKUHflM. 



A onACHo 

• B 3tom cpoTOKaiviepe ncnonb3yeTcn MOHHO-nnTneBbiti aKKyMyjimop cpupMbi Olympus. 3apa>KaMTe 
aKKyMynflTop c noMom,bK) yKa3aHHoro 3apnflHoro ycTpoficTBa. Herib3a ncnonb30BaTb flpyrne 
3apnflHbie ydpoMCTBa. 

• Henb3fi HarpeBaTb aKKyMynsiTopbi mjih SpocaTb hx b oroHb. 

• ripti ncnojib30BaHMH HfiLi xpaHeHMM aKKyiviynflTopoB cneflMTe, HTo6bi ohm He Kacanncb 
MeTannnnecKnx npeflMeTOB Tuna KDBennpHbix yKpanieHMM, 6ynaBOK, 3acTe>KeK m T.n. 

• Henb3a xpaHMTb aKKyMynnTopbi b MecTax, rfle ohm MoryT noflBepraTbca B03fleiicTBMK) npaMbix 
conHGHHbix nynevi, BbicoKnx TewnepaTyp b aBTOMo6Mnax, pnflOM c mctohhuiomm Tenna m T.n. 

• Bo M36e>KaHMe npoTeHKM aKKyMynflTopoB mjim noBpe>KfleHMfl mx BbiBOflOB, CKpynyne3HO cneflywTe 
MHCTpyKU,MflM no 3KcnnyaTai4MM aKKyrviynflTopoB. He nbuaiiTecb pa36npaTb aKKyiviynfiTopbi mjim 
Aopa6aTbiBaTb mx c noMom,bK) naPiKM m T.n. 

• EcnM >KMflKOCTb M3 aKKyiviynflTopa nonana b rna3a, HeivieflneHHO npoMOMTe rna3a hmctom, 
xonoflHOM npoTOHHOM BOflOM m cpoHHO o6paTMTecb k Bpany. 

• XpaHMTe aKKyMynaTopbi BHe npeflenoB flocnraeMOCTM ManeHbKMX fleTeM. EcnM pe6eHOK cnynaMHO 
npornoTMn aKKyMynjrrop, cpoHHO o6paTMTecb k Bpany. 

A OCTOPO>KHO 

• riocTOAHHO flep>KMTe aKKyMynnTopbi cyxMMM. 

• Bo M36e>KaHMe npoTeHKM, neperpeBa, B03ropaHMfl mjim B3pbiBa, Mcnonb3yMTe TonbKO aKKyMynaTop, 
peKOMeHflOBaHHbiM fljin Mcnonb30BaHMn c flaHHbiM M3flenMeM. 

• BcTaBJiaPiTe aKKyMyriflTop octopo>kho, KaK onMcaHO b MHCTpyKU,MM no 3KcnnyaTau,MM. 

• EcnM aKKyMyrifiTopbi He 3apn>KaK)TCfl b TeneHMe yKa3aHHoro BpeMeHM, npeKpaTMTe 3apaflKy, m He 
ncnonb3yPiTe mx. 

• He Mcnorib3yMTe aKKyMynjrrop, ecnM oh TpecHyn mjim cnoMaH. 

• Ecjim bo BpeMfl Mcnojib30BaHM?i aKKyMyjiaTop npoTeK, noTepnn HopMajibHyHD OKpacKy, 
flecpopMHpoBajicfl wim npMo6pen flpyrMe aHopManbHbie oco6eHHOCTM, npenpaTMTe Mcnorib30BaTb 
cpoTOKaiviepy. 

• Ecjim >KMflKOCTb, BbiTeKLuan H3 aKKyMynsrropa, nonana Ha ofle>Kfly MnM KO>Ky, HeivieflneHHO CHMMMTe 
3arpfl3HeHHyK) ofle>Kfly m npoMoirre nopa>xeHHbiM ynacTOK hhctoh, xonoflHofi npoTOHHOM boaom. 
EcnM ot >KMflKOCTM Ha Kox<e ocTancn o>Kor, cpoHHO o6paTMTecb k Bpany. 

• He noflBepraPiTe aKKyMynsiTopbi B03fleMCTBHK) yflapoB mjih npoflon>KHTenbHOH Bn6pau,HH. 

A nPEflynPE>KflEHME 

• riepefl ycTaHOBKOM aKKyMynnTopa BHMMaTenbHO ocMOTpnTe era Ha HanwHwe npoTeneK, 
M3MeHeHnn OKpacKM, flecpopMau,HM MnM flpyrMX aHopManbHbix npM3HaKOB. 

• Bo BpeMfl npoflon>KMTenbHoro wcnonb30BaHMfl aKKyMynsrrop MO>KeT HarpeTbcn. Bo M36e>KaHMe 
oworoB He BbiHUMaPiTe ero M3 cpoTOKarviepbi cpa3y >Ke. 

• flepefl flnMTenbHbiM xpaHeHMeM cpoTOKaMepbi o6si3aTenbHO n3BneKMTe M3 Hee aKKyMynsrrop. 
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nonb30BaTenflM b EBpone 

3hsk "CE" yKa3biBaeT, 4to stot npoAyKT cooTBeTCTByeT eBponewcKWM 
Tpe6oBaHnaM no 6e3onacHoc™, oxpaHe 3flopoBbn, SKonornHecKOM 
6e3onacHOCTH h 6e3onacHOCTM nonb30BaTenn. OoTOKan/iepbi co 3H3kom "CE" 
npeAHa3HaneHbi pjm npoAaww b EBpone. 

3tot chmboji [nepe'HepKHyTaH MycopHan ypHa WEEE Ha Konecax, 
npnno>KeHHe IV] o6o3HaHaeT pa3flenbHbiH c6op aneKTpwMecKHX h 

SneKTpOHHblX OTXOAOB B POCCHM. 

rio>KanyiicTa, He Bbi6pacbiBakrre M3Aejinn b 6biTOBOM MycoponpoBOA- 
Mcnojib3ytiTe CMdeMbi B03BpaTa m c6opa (ecjin TaKOBbie HMeroTcn) nna 
yTnnn3aL4MM otxoaob BbiiueyKa3aHHbix TunoB. 

Mcnojib3yMTe TOJibKO cneijManbHbiM aKKyMynaTop vt 3apaflHoe ycTpoMCTBO 

Mbi HacTOATenbHO peKOMeHflyeM Mcnonb30Ba~rb TonbKO opurnHanbHbiM 
aKKyiviynflTop v\ 3apsiflHoe ydpoMCTBO Olympus c flaHHOi/i cpOTOKaiviepoM. 
l/lcnonb30BaHne HeopurnHanbHoro aKKyMynsuopa n/nnn 3apaflHoro ydpoMCTBa 
mo>kgt npMBec™ k no>Kapy nnn nonyneHMio TpaBM no npunuHe yrenKM, HarpeBa, 
B03ropaHnsq nnn noBpe>KfleHMsq aKKyMynsiTopa. Olympus He HeceT HMKaKOM 
OTBGTCTBeHHOCTM 3a HecHacTHbie cnynaM MriM noBpe>KfleHMsq, KOTopwe MoryT 
B03HMKHyTb b pe3ynbTaTe ncnonb30BaHMsq aKKyiviynsqTopa v\lv\nv\ 3apaflHoro 
ydpoMCTBa, KOTopbie He siBnflKDTCfl opurnHanbHbiMM aKceccyapaMM Olympus. 

ToproBbie MapKM 

• IBM HB/isieTCsi 3aperncTpnpoBaHHOM ToproBOM MapKOM International Business 
Machines Corporation. 

• Microsoft m Windows hbjisiiotcsi 3aperncTpnpoBaHHbiMM ToproBbiMM MapKaMM 
Microsoft Corporation. 

• Macintosh ABnaeTCsq ToproBOM MapKOM Apple Inc. 

• xD-Picture Card™ mmejcn ToproBOM MapKOM. 

• OdanbHbie Ha3BaHMfl KOMnaHMM m npoflyKTOB mnnKucn ToproBbiMM MapKaMM 

M/nriM 3aperMCTpnpOBaHHblMM TOprOBblMM MapKaMM COOTBeTCTByKDlUMX 

BnaflenbL(eB. 

• B HaCTOS1U4eM MHCTpyKU,MM npMHSITbl CTaHflapTbl Cpai/inOBblX CMCTeM CpOTOKaMep 

"Design Rule for Camera File System/DCF", ycTaHOBneHHbie Japan Electronics 
and Information Technology Industries Association (JEITA). 
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ycjioBMH rapaHTkin 

1 . Ecnw b M3flennH o6Hapy>KHBaeTCfl HewcnpaBHOCTb b TeneHne flByx nei ot flaTbi noKynKH, npw ycnoBMM, 

HTO OHO HCnOJlb30BaJ10Cb KOppeKTHO (B C00TB6TCTBMH C neHaTHblM pyKOBOflCTBOM M flpyri/iMH 

yKa3aHnnMH no 3KcnnyaTau,MM, npunaraeiuibiMM k M3flennio), 6bino KynneHO y aBTopn30BaHHoro 
flMCTpn6bKDTopa Olympus Ha TeppnTopnn fleaTenbHOCTH Olympus Imaging Europa GmbH b 
cootbstctbmg c TeM, KaK 3to oroBopeHO Ha Be6-y3ne http://www.olympus.com, oho 6yfleT no peiueHMK) 
Olympus 6ecnnaTH0 OTpeMOHTupoBaHO nnn 3aMeHeH0. flnn nonyneHMn ycnyr noflaHHOi/i rapaHTMH 
Bnafleneu, flonweH npefltflBMTb H3flenne m flaHHbm rapaHTMHHbiPi cepTwcpMKaT flwnepy, y KOToporo 
M3flenHe 6bino KynneHO, unw b jihd6om cepBMCHbiM u,shtp Olympus Ha TeppnTopnn flesrrenbHOCTi-i 
Olympus Imaging Europe GmbH (b cootbstctbug c TeM, KaK 3to oroBopeHO Ha Be6-y3/ie http:// 
www.olympus.com) flo OKOHHaHHfl flByxneTHero rapaHTMMHoro cpoKa. B TeneHHe cpoKa flePicTBMa 
oflHoneTHePi BceMHpHoPi rapaHTHM Bnafleneu, wueeT npaBO npefltflBHTb M3fleni<ie b moooii cepBMCHbiM 
u,eHTp Olympus. 06paTHTe BHMMaHMe, hto cepBHCHbie ueHTpbi Olympus OTKpbiTbi He bo Bcex CTpaHax. 

2. TpaHcnopTupoBKy M3flennfl b cepBMCHbm u,eHTp hjih Kflwnepy Olympus Bnafleneu, ocymecTBnfleT 
caiviocTOflTeribHO, Hecfl Bee CBfl3aHHbie c sthm pacxoflbi h pmckh. 

3. B nepeHncneHHbix HM>Ke cnynaax flaHHaa rapaHTMfl He flei/icTByeT, h Bnafleneu onnannBaeT peMOHT 
3a cbom cneT, fla>Ke eonn peMOHT npoBefleH flo MCTeneHMfl yKa3aHHoro Bbiiue rapaHTMMHoro cpoKa. 

(a) HencnpaBHOCTb H3-3a HenpaBunbHoro ncnonb30BaHMfl (HanpuMep, fleiicTBHfl, He 
ynoMHHyToro b yKa3aHnnx no 3KcnnyaTai4nn h flpyrux pa3flenax pyKOBOflCTBa n t. n.). 

(b) HencnpaBHOCTb b pe3ynbTaTe peMOHTa, MOflncpuKaqnM, hmctkm m flpymx fleMCTBHH, npon3BefleHHbix 
c H3flenneM KeM-nn6o, KpoMe Olympus n aBTop^30BaHHbix cepBHCHbix ueHTpoB Olympus. 

(c) HencnpaBHOCTb wnn noBpe>KfleHne BcneflCTBue TpaHcnopTwpoBKH, nafleHna, yflapa n t. fl. 
nocne npno6peTeHMfl M3flennfl. 

(d) HencnpaBHOCTb wnn noBpe>KfleHne BcneflCTBue no>Kapa, 3eMneTpnceHnn, HaBOflHeHHfl, 
yparaHa n flpyrwx CTHXMHHbix 6eflCTBMLi, 3arpn3HeHHn OKpy^ahOLnei/i cpeflbi v\ nepenaflOB 
Hanpa>KeHMfl b aneKTpoce™. 

(e) HencnpaBHOCTb b pe3ynbTaTe He6pe>KHoro nnn HenpaBunbHoro xpaHeHMfl (HanpuMep, b 
ycnoBMflx BbicoKOM TeMnepaTypbi nnn Bna>KHOCTH, B6nn3M penenneHTOB HaceKOMbix, TaKnx 
KaK HacpTanwH, onacHbix npenapaTOB h t. n.), HenpaBunbHoro yxofla h t. fl. 

f) HencnpaBHOCTb b pe3ynbTaie MCTOineHHfl 3apnfla aneMeHTOB nuTaHHn. 

g) HencnpaBHOCTb H3-3a nonaflaHna BOBHyTpb Kopnyca M3flennfl necKa, rp?i3H m t. n. 

(h) OTcyTCTBue flaHHoro rapaHTMMHoro cepTHdpuKaia npn npefltflBneHnn M3flennfl flna peMOHTa. 

(i) BHeceHne M3MeHeHMM b rapaHTHMHbiii cepTucpMKaT OTHOcmenbHO rofla, iviecflua nnn flaTbi 
noKynKM, HMeHM Bnaflenbqa, Ha3BaHHn flwnepa v\nv\ cepuMHoro HOMepa. 

(j) OTcyTCTBue flOKyMeHTa, noflTBep>KflaK)U4ero dpaKT noKynKM, npn npefltflBneHHH flaHHoro 
rapaHTMMHoro cepTHdpuKaTa. 

4. flaHHan rapaHTMfl pacnpocTpaHaeica TonbKO Ha caiwo M3flenne; rapaHTun He pacnpocTpaHneTcn 
Ha aKceccyapbi, HanpMMep, nexon, peMewoK, 3aiflMTHyK) KpbiLUKy o6"beKTMBa h sneMeHTbi nHTaHnn. 

5. 06fl3aTenbCTBa Olympus noflaHHoPi rapaHTHM orpaHMHUBaroTca MCKnroHHTenbHO peMOHTOM m 3aMeH0M 
M3flennfi. McKJifOHaeTcn KaKaa-nn6o OTBeTCTBeHHOCTb 3a npnMbie mjim KOCBeHHbie ySbiTKM h noBpex<fleHMfi, 
noHeceHHbie BnaflenbqeM M3-3a HencnpaBHOCTH M3flennfl, b nacTHOCTM, 3a yGbiTKM h noBpex<fleHMe KaKux- 
nn6o o6"beKTMBOB, cpoTonneHOK h flpyroro oGopyflOBaHMfl h aKceccyapoB, ncnonb3yeMbix c M3flenneM, a 
TaioKe y6biTKM m noBpe^eHwn H3-3a 3aflep>KKH peMOHTHbix pa6oT h yiepn KaKoPi-nn6o HHcbopMaL|MM. 
flaHHbiM nyHKT He orpaHMHMBaeT nonoKeHMM fleMCTByroiMero 3aK0H0flaTeribCTBa. 

ripMMeHaHMSi no ncnonb30BaHHK) rapaHTkin 

1 . flaHHaa rapaHTHfl fleMCTBHTeribHa TonbKO b cnynae KoppeKTHoro 3anonHeHHn rapaHTHMHoro 
cepTHCpHKaia Olympus nnn aBTopn30BaHHbiM flMnepoiui, v\nv\ b cnynae HanwHua flpyrux flOKyiuieHTOB, 
coflep>KaiflMX flocTaTOHHbie flaHHbie. B rapaHTMHHOM cepTHCpuKaie flon>KHO 6biTb yKa3aH0 Baiue hma, 
H33BaHne flunepa, cepuPiHbiM HOMep, rofl, MecauHflaTa noKynKM. B npoTMBHOM cnynae KHeMyflon>KeH 
npHnaraTbca opurnHan ch eia-cpaKTypbi v\nv\ TOBapHoro neKa (c yKa3aHMeM Ha3BaHnn flunepa, flaTbi 
noKynKH m Twna M3flennfl). Olympus HMeeT npaBO 0TKa3aTb b 6ecnnaTH0M cepBMCHOM o6cny>KHBaHMM, 
ecnn rapaHTHHHbiM cepTHCpMKaT HeBepHO 3anonHeH, k Heiyy He npwnaraeTCfl oflHH M3 BbiLueyKa3aHHbix 
flOKyMeHTOB unw ecnn npefldaBneHHan MHCpopMauHfl ABnaeTcn HenonHow v\nv\ HeflocTOBepHOM. 

2. riocKonbKy rapaHTW/iHbiM cepTHdpMKaT He BbiflaeTca noBTopHO, xpaHHTe era b Hafle>KHOM MecTe. 
* CBefleHMfl 06 ynonHOMoneHHOM Mex<flyHapoflHOLi cepBUCHoii ceTM Olympus CMOTpme b cnncKe 

Ha Be6-caPiTe: http://www.olympus.com. 
3anBJieHne o rapaHTMMHbix o6fl3aTenbCTBax 

B flaHHOM nenaTHOM npoflyiae h nporpaMMHOM oGecneneHnn, a TaioKe OTHOCHTenbHO hx, Olympus He flenaeT 
HMKaKnx npflMbix v\nv\ KOCBeHHbix 3aaBneHMM v\nv\ rapaHTMM. Olympus He HeceT OTBeTCTBe h hoctm no k3khm- 
nn6o npeflnonaraeMbiM rapaHTMAM npn noKynKe, no opurHHanbHOMy cneTy-cpaKType, TOBapHOMy m KaccoBOMy 
neKy, npnivieHHMOCTH flnn KaKoti-nn6o Menu, a TaioKe npaMbiM, KOCBeHHbiM h cnyHaPiHbiM noBpex<fleHHflM (b tom 
HMcne, ho He orpaHMHMBaacb, HenonyneHHeM floxoflOB npeflnpunTHflMH, npennTCTBHAMM k mx flenTeribHOCTH h 
noTepew paGonew MHCpopMauHn), B03HMKaK)ii|MM b pe3ynbTaTe ncnonb30BaHHfi v\nv\ HeB03M0>KH0CTM 
ncnonb30BaHMfl flaHHoro nenaTHoro npoflyicra m nporpaMMHoro o6ecneHeHnn. 3aK0H0flaTenbCTB0 HeKOTopwx 
CTpaH He npeflycMaipMBaeT OTMeHbi mjih orpaHMHeHun OTBeTCTBeH h octm no KOCBeHHbiM m cnynaMHbiM 
noBpex<fleHMflM, nosTOMy BbiLuen3no>KeHHbie orpaHnneHHfl Moiyr He npHMeHfiTbCfl k BaM. 
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